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Bk-SOOT$IERS X\ 

;m2B&iAL^9RXT3C - X " 

1 Reurlet dated Juno 8* X9$h captioned "Whit* ^ 
Circle league of America, Internal ■ gnftutvifcy ~ ?»'" 'wherein 

you adi&sed that according toj ^^».B<5herriUi . 

?fc* Pierce, Ifaorida* was forming an organization to lie 
Joaowri is the ProrSbuthernors which would lie similar to 
the White Circle League: of America* 
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.You nre instructed to- promptly advise the ; 
Bureau and other interested, offices of any future activity 
by phe- Pro-Southerners and in. the -event this organization 
*^ 4 ^«i S! » becomes active you should Immediately initiate an 
^investigation in accordance with the ^provisions of 
; -Section 87D of the Manual of Instructions* 



* 1 



;all information containeq 
'herein is unclassified * _ 

DATE 07-21 r 2010 BY 6Q322/gC/LRP7PLav:sd^ 
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PIRlGTOE, W *- .- -daW:. June" 29*. 1954 

^ . ALL INFORMATION COHTAIHE^ 

SACj MIAMI ( 105-6/77) HEREIN IS UNCLASSIFIED) = . * <• - 

1? ■ - DATE 0.7-21-2010 BY 60322/UC/LRP/PLJ/sd^ 

»-301ITHMSRS • '-' *."" ".' " " .. - ■-' 1 

OTsawSt Security" .- x. < '• " ^7 ^iy^ [ 
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Re$Ul«t to Kiami dated 6/16/54. 



,4 



Referenced: letter instructed the-Miarai Office* to institute 
f? W? 9 *4S3tion of the aboye captioned, organisation in the event- 
that xt becomes active within, the tfiami territory, • » T • ' * 

- - -* " - : t — ---*-. - '•:. ;^P'- : ^" >-.--,-- -~ . __, 
' *' ' #Jraediately~upon Receipt ; that this- ".or-gani sjatibir wa^ * •' " <• 
replacing the White, -Circle $eagUfe of Jimerica' in the ?IoMda area •» 
-the m-ami Office opened' an, investigation, concerning the activities * 
of this organization., This file was- .obened on 5/11/54 and ' &s' 
presently, in a pending status. A, report -&as not yet 'been submitted 
as only recently- information has been secured which ■ would warrant' 
the submission of a report** ; " * '• 



Qn-5/17/ ^ L of -knpm re-liability., .advised that ori- 

T . . ,.. . he contacted n< B t . SHERRH&, Fort Pierce, Horid a, in' 
regard to literature SHERRIEh had' distributed oyer the-name The^ ■ 
White Circle League $f America. Infcrwa^nt nad been in correspondence 
with 3HERRJLL and had received literature- from him relating to, 
The White 0ircle League of America. Informant 'saioT that on his- * 
personal contact with SHJ&ffiSlt, SH^RRIEI,. indie Ated" that he 'was 
-unable to get 'along with the Northern; off 1 dials, ""of -The White -dirc-leT * 
league -and,, therefore.,, had -broken relations with them ai$d vas " . " 
forming an organization to $e. known a.§ the Pro-Southerners- T*he* • 
• 3-nformant .stated that. S8EKR3$£ indicated that -this ' organisation ' - 
.. would be- similar- in principals;- knd objectives, -as that of the Mxite . 
Circle league and that', he felt it would be more" /successful in th.4 . 
south inasmuch as. "it would be an^alj. Southern -org^ization father 
than *m organization; with headquarters in the; north..' SHERR3XL - 
gfv^the. informant ^sorae Maieogranhed literature oft tftis =or^ani , J3ation 
and a^so-. a me^.er ship, card-, whijeh reads as fbllowrs: • - ' •" -. '. 
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Rf j&JSTFREJ). m& 
VS®i$8B " .#,. " 
CC: ' " ' 



* * . : "T-HF, PRQ-S0JJTEERNBRS" . ■ ,. . r - 

»ThMfaite.?San*§ Organisation of the ^au^hian'du- 
to" Preserve Our Southern pegregated !%£<#: ^tfe,^ 
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tatter to Director, "FB£ jjua© 29 >. 19 5^ 



^ddre.ss ♦ 



*• * • * . * ^ £ ,F •. 



>, * * •, •" * 



« Jfc B> SHERRH&, Secw-J£gr. 

'*K. B. SHEBRItl?, Seo.-Wgp, KO t Box 1071 F£ t Pierce, Fl|u ! * 

Jteo% the mimeographed 1 giateriai va's one, sheet captioned 
the Piy^-Southerners^^at They Standi' £6;r. Tfyisf shan't stated th%U f 
the Era-Southerners heii^Ye that oixly Southern organizations, lad 
hy Southerners .gauld solve the racial problem of th$ -south and, 
tb§t thg< Democratic- Party should defend the sputh on ita racial 
problems/ Th<3 circular- stated* that failing to do so a iiew political 
par£y should Be fprtfierd,. ".lie ■ stated that the- Southern democrat ics 
aire leaning t<6o $a£ toward creeping doupuriism 2nd heeding the 
racial minorities* Tha cirtfyiar further staked that Th$ Bro-Southeynt-r 
ers -wrgps against all forite of Mat&ism, were for the repeal .o£ the* 
16th toenatnent-, c^padeinn -Northerners jfrdm interfering with racial 
questing in the? spilth, and called fo£ the outlawing of* the MAACP 
.and the Ant i-Def amotion ;Leagu§ in all Southern states,. The circular . 
stated the jProrSout.herizera wanted -the -same ri&ht to .organise and 
protests petition and, 3LQbby, t 3s. 3* i-s grainfced to the Uegro M&GP- 
and Ant3,vP.e5awat^on*Xeague* and. to he fre& of* -£d$gfe&?iona*l 
investigatiQttS' and oi6,t to .he classified' .as sufev^eriiitfe .because* they 6 
■wanted, tp protect the \$hits *ian^3&?ht* % . 

The circular called f.br the *#iite people o£ th;e .south %o 
join, jiow and organize local £roui>s, tajce part fcji pdlitics and to 
protest loudly agaija$t interference in the south t; s rada.al_ problems .* * 

, The informant stated that 3HEKR3&& gave him \6ther mimeogi\aph&d 
in§terigtl, a *<?he o£ which "was* sflio*t paragraphs* of -quotes- from' variolic 
:pferson§ tlirtoughout *he- United; Stattg^ $11 felat&ng .t'6 yacial 
problems. Also ^trnong this liter£tux*e jfras a mimeographed lettey * 
addressed -to Segir Fellow Southerners which further urged the 
organizing of the whites agsiihst the Negro -and/alsa tirate againat 
the fBFG.. .. - 

Uhi§ informant has .#ai#ta|jne:d! cprrfespond§nc;e tficth SHSRRJI& 
receiving an average of approximately one l$tter- per 'week-* Ajl of 

2-v , • 





* * ***- 



cp . <b 



u. 



■ Setter to Director* fBX ' - June. 2% 19^4 

vfhiqh are :psrsonai tira&es- on the part o.f 3HBR&JtI»' against the. - h 
Negro a$£ encouraging the informant to form -a, chapter of the 
. prd-rSqutherners <3,Ti the ttfiami area... 

On 6/21/54 f L iti" response -to- ?u request made by 

him to SHEH^ILii' for .information concerning the White Circle league 
received a persona^ letter Irom SBSRftli.!. on the stationery of the 
Pro Southerners, this; letterhead carries th& following printed _ 
ijifor'ni^ti'on? ... - - -" * — " /- -" 

• "A. Chartered Unit of the fcatrisls -Henry Qrganiaatiofuj?nc._ 

Advisory* Board 
'*Ha*ry VM?^Pyle, Boar^jGhaissnan #. *» Oti* r, r*Vj, -'"•;* 

. " • $he following persons gre la?ste.d't . . * 

i %arry*'%w P^le-, ilglftu ' ■" ' -Qhar'aes^it^gerald^ Jgexajs*- 

'. H.obt^afe6erso»„ *3g&r" ; "* A- C-f^TObrts* S-M* 

. A&tpn^hatcher, Md^ • * jKTS. Je§^3,e7?r^nMns , J*a$u-~ 

Bob^orie, agsaoa*-- "* - $rs.. ft-ir^onah., Arj&~ . 

. JU •Hi$frckley-, "£.-£*— * ' John H«Myak, JBa^* 

£,. a.iffeajrgs-,. l^p.^JjCfc,- Hubert J^IIeath, JUJ&&^~ , 

. Fleteher^Welson,.!^- - - GeoV : £»*^fe&>«Bd^ • 

fl, |fa^herrill, 'Al%i, *■ . . B. ST^mth* .gK&U-. , 

U^aylxu, OHa. - '- - P. <M^V&j£l 



#fce informant advised "that this letter weXconad hiiji as a, 
Member of the Pro -Southerners and included ..aembfership_sarj3s_for 
- both he and his wife. The letter SH'TSBBX&I, wrote to l I 

• also urged ^im to solicit- menibership" in ttx§- orgahissatico: and 



. received 'by 



included 1 'a-' aet of sam ple literature similfu: to that 'pre'ViojisJy 
^.^.^.^ ■ -1 5a ^ ^ ^g pe^^g^. letter written "by 



i£ quoted herewith :- 



rt Teil. them the tisje is short and- we must win- this .tine to prevent 
revolution and bloodshed later — we are n$t going to- talse the 
decision, -of 9 appointed Gommunists-"»appointed by'tbe traitor 
President to giy£ this 'whitfe'oountry -to 3.e.ws and Hi^er^- 1 * 
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Jietter to ■Director', FBI 



June 29, 1954 



By letter da$e4 5/?7/54[ 



asked 9HEBBIIL if the 



Pro -Southerners had been bhartered. 

By letter dafced 5/10/54 received by infoEmant, SHgRB32&. 
Advised that he had received the amended and new charter on -the, - 
pre vipus. Saturday- night and that now- "W have- a pp-jUti-cal set-ion 
-organisatibh* . . ' . " ■.._... ' - * •- 

In response to this. infprinant wrote SHESEt&I, .on. 6/ll/£4 
congratulating him, pn- receiving the charter and asked- that a 
copy be forwarded to him to "be used to organize a unit in th$ • 
Miami- area*. 

On 6/1S/54 the informWt received a letter from. SHEKRILL 
stating that under no •e.fcsQuasfcances could a -copy of the charter 
•be made available, at the present, time. 



1 



>on 

£22^pt,,er 
■that 



^ 
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By letter .dated 6/l$&4 and received by . 
6/21/54 Mr.' M&JtY tfllAlAM ¥W^ Editor .of the PaT^Scal 

3.601 So, Efcpvd Circle; Memphis, /Tennessee,. sdvised| , 

SHBHRIIrli had informed him that £hs informant had expresses some 
doubtas to -whether or not a. charter' had been issuedto the 
Pro>3outherners f-rom-the Patrick 'Henry organization* $W& stated 
•that "it was- .j*n$qrtunate but that, the PatrtPK Henry Organi-zatxPn • 
had no charters '".print.ed and ho charter fpr-ms so. a special $y$£d ■ . 
bdpy was .made up and signed by $rs.. JFSSII3 OTOTS, Secretary?, 
and by himself as President (Acting) as.»*we have not a President" 
and IS as Vice-President am acting until we meet on the? IQth.pf 
July, when pf fleers will be- elected to serve." Thi^- letter- stated • 
thatf this charter that -was is.sued tp MP. SHSRBIXL and the Pro- 
S6utherhers:gives him full authority to act as. a special unit of m 
this organization and it covers the whole nation as his to organize 
in. " Ihe "letter stated that tfwe- did this, for we had the highest 
respect for'l&A SHSRkaxi, and for his .ability'tp organise and 
above all else- hjs jpyalty and 1 willingness to. Cooperate w^th 
real patriots. "- . - 

• - She letter stated that he amid assur® the informant 
that Mr. SHERHIEL and all- those who Jjpin ih -wiijh v tbe Patrick 
Henry Organisation will get the closest cppper&tiPn from not phly 
. the. df fi-ce^ but it -will be the understanding tfta't those who take 
pur- places will respect this c'hartxer to the- limit. ' .- . . 

4. ' • • " 






-tatf 










o 



tetter -to Director* -$K$. 



I.. 



June £9, 19£4 



flights 



3^e jitter furthejfr staged that at the meeting in July 
they- pay vctteto put & general .organlzor' in the -field. .The 
letter, concluded bv paying VMt, us hope that %his information 
wi^x help yp\u in convincing ^hose you paftta-$fr and that we have 
your closest* cooperation, "both to the Pro -Southerners' and the 
Patridk. Henry.*' $fe(s letter"- wa4- -signed' 'HAR&Y. i&UlB? 1TO, 
Editor, ir.. President,. PHp.. 

From #i£ a^vfe information" it %&■ ^evident that . tbie- Pro- 
~ Southerners" -is. ~a< chartered un.it' of" the Patrick fleniy Organization, 
Inc,- The" Ami. Office doej3' not -at t&e pgfese&fr feim<a bAve . information 
as to where the Patrick .Henry- dr ganizatioh- was incorporated. The 
i-nfotmation a-vailable^ndac at ^sTthat mi|itt ftHEIR3fljgHCB ¥ . tle aiphia, . 
Tennessee, is the Acting. Vipe>President in. tne> absence of a 
President.... it is also known, by the- Mami Office that $r&4 JESS-© 
■JENKINS, of Columbus, Georgia,? is- the Secrecy of th&s. qrganiisa'r - 
tio.ru ^ -• - - " • 

_p -who- is presently affiliated with the- Southern 

, r ,._ .,* .„„*= jEKK feaa been incited to .attend the meeting -of 

7/3.0/54.. However, B£F>L HE&DRIX,, the, Imperial Smperdr of the 
Southern Knights of the- &KK 'has. advised the informant . not to 
Attend this meeting. For xhis reason the $iami Qffice wilil, not 
have coverage of" the actiVitie.s of tfiat meeting but will attempt 
to. .develop through informant sourde.s what t.ranspire..d. on 7/10/54 at 
Columbus,. Georgia. 

' Inasmuch as the ProrSontherher# is' a chartered unit of the/: 
Patrick Henry" Organization,. Inc. the Bureau is requested to 
designate -an office of 1 origin for this, invest igatAonv 

The' Kemphis- and Atlanta. -Offices -are. request^* *'<? determine 
if the Patrick Henry Organization , In^c,, is; a stat ^.corporation 
feither in Tennessee or in Georgia and to make -this • info^m-ation 
available immediately' tcp the Bureau in; order- that & prdper office- 
- or drigin-can b'e designated-, 

She Miami Office will hold in abeyance the summation of ;a • 
report until receipt of instructions from the- Bureau as tp how this- 
investigation should be handled ."""^At the present time the. Miami 
Office has no. information indicating that there are any active 
units of the Pro-Southerner^ as" sue' 
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Tolsoa_ 
Board man I 
fechbls « 
Belaontv*. 



Parsons „ 
Roscrf^, 



SIzoo. 












,#l&, Miami (XQ5-6%Z) 

Director,, FBX (l0$?2&645) *** klli iuj-orhation cohtaihe^ 

- rtRQt^ CYlt 1 !- HEREIET IS UNCLASSIFIElf 

tno-douTBEtaiER!} , - 

'1NZEBML SSGUBXn ~ J 



July XS» X954 



DATE 07-22-2010 BY 60322/UC/LRP/PLJ/Sdfc! - 

t 

* 



Ee 2£iani letter dated June 29, 1954., wfifr 
.copies ta Atlanta and Uenphis.r 

' Zeiei requested the '^t'oau to. designate an 
office of origin for -the investigation of the captioned 
%aanisati6n. Xt is noted in rerlet that -the Pro- 

SSBSSrW *• « Wt t f the IfZ'jU^of 9 - 
nation which ie hea.ded by, Mrs. Jessie Jenkins of 
Oolunbus. Georgia. Xt is also noted tWMt'Jf**?™ 
fstfon%orill 9 a- noting of a group of 9TMfi % f2\v\eZ 
JulylOi 1954, which organisations have the a<pn* Viem* 
fitlregardrA^^^ion. This *ezt ? ng m& be 
attended -py] [ - 



It ie believed that prior *o X&igtotttng an 
«+pi»* of- oriain in this case, the results of the • 

first be obtained and reported to the Bureau. VP«» 
{eceiptoftMs info m$o*,i*»Ul then ^possiplp 
ZdAerAne vhioh office ***&««»£ &%$*** * * 
the captioned matter. ^%J nve ^f a \i°%H^A e ed in .- 
cnvtiOTsed natter should, of oourse, be conducted, art 
TccolfaZe *>ith Section* 8?~Z of the Manual' of 
Xhsirvctiane* 

The Ifiami Jffltf » v s*2£A JTJfi^ 1 



1 observation of "the. 



advise the Bureau of\ .-■ -. -■.*„ 

Jul$ IQj 1954,. Meeting An uoiwbus, Georgia. 



Bcc - Atlanta 
Sec '■-■ tiemphis, 



*rm mm n miliwm ■■ i JUi J v > 



Vintcrrowd 



i^ 



aszaiwat^ 






JULf^JCBte 



{33$!kEDffl 
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ALL INFORMATION CONTAINER 
^KEIN IS UNCLASSIFIED! O 
DATE 07-22-2010 BY 60322/UC/LRP/BLJ/sd 







FEDERAL BUREAU OF INVESTIGATION 



UNITED STATES DEPARTMENT OF JUSTICE 



FBI ATLANTA 7/20/5U 

Traij3mit the following Teletype messai 
(10$-2861£) A IRTSL 





Mr. tfolsu: 

Mr. Nid&6; " 
Sir. 2" 
Mr. ttttoto. 
Mr. Mohr_ 
Mr. Parso; 
Mr. Kosen. 
Mr. Tanaa. 



!••* 




Mr. Sizoo. 

Mr. Winterxowd_ 
Tele. Roo m 
Mr. HoUoman__ 
Miss Gart ty 



^SOUTHERNERS, IS-X. REBULET BATED 7/13/& TO MIAMI. 



, PSI, 



be 

b7C 
b7D 



ATLANTA, GA., ATTENDED MEETING NATIONAL PATRICK HENRY ORGANIZATION 7/10/&, COLUMBUS, 

~GA7~T6TAL~0F _ ii~FBRsbra^ .meeting thas por purpose of reorganization 

OF NPH0 AND REPRESENTATIVES FROM MITE CAMELLIAS, NATIONAL ASSOCIATION FOR ADVANCEMENT 
OF mCTE PEOPLE AND KU.KLUX KIAN ATTENDED. THREE POINTS EMPHASIZED, I.E., UPH0LDIH3 
U. S. CONSTITUTION, FIGHTING OP ACTIVITY AND LEGAL ACTION AGAINST BOARDS OF EDUCATION 
TO RETAIN SEGREGATION. PSI OF OPINION MRS. JESSIE JENKINS AND NPHO BEING USED BY OTHER 
ORGANIZATIONS ABOVE. THERE IS NO INDICATION NPHO WOULD MERGE TOTH OTHER GROUPS, 
ACCORDING TO PSI. MRS. JESSIE JENKINS, FOUNDER AND BEAD OF NPHO, DESCRIBED BI PSI 
AS AN ECCENTRIC OLD LAD! 7JHO IS NOT CAPABLE OF HESDIN& A. LARGE ORGANIZATION. PSI 
REPORTS ABOVE ORGANIZATIONS ARE APPARENTLY AFTER MRS. JENKINS* MONEY. .THE PRO- 
SOUTHERNERS ORGANIZATION, ACCORDING TO ABOVE PSI, IS NOT ACTIVE ANYWHERE IN THE 
STATE OF GEORGIA." ATLANTA FILES CONTAIN NO INFORMATION INDICATING raO-SOUIHERNBR§ 
AS AN ORGANIZATION IS ACTIVE WITH HEADQUARTERS IN COLUMBUS OR ELSEWHERE MjWsTiiTE \ 
OF GEORGIA-. ADDITIONAL DETAILS CONCERNING INDIVIDUALS IN ATTENDANCE ABOVE MEETING 



■WILL BE SUBMITTED ON RECEIPT OF ABOVE PSI*S 1RITTBN REPORT 
HAWKINS 

■1 



END 

CDHjbtnjt- BeiJ522£ 

los-sii 18 ^— 



/O 



-~a*t*M 



1 - MIAMI (105-677) 
1 •.MEMPHIS 
1 - BIRMINGHAM 

30 JUL 88 J© 

Approved: 





Sent. 



-M 



Per. 



<T7 Special AgenVin Charge 



- # STWAR»P0ftM*NO. ?** 




• DNITEi):STA*ESGOyEE.NMENf", 

•- DIRECTOR, FBI (10^-286U5). ' REGISTERED . DATE ' ! • a "-' M - 
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HEREIN IS UNCLASSIFIED/ ._ t 7 

DATE 07-22-2010 BY 60322/UCyLRP/PLJ/sd^ 



fcdi* .: sac, ATIANTA. Xl0^r8f) 

SUBJECT: PR Q^QUJHERHES . . 

*fr Re ( ^i^ )airbel .July 2(y iggu _ '- 

It-Tdll be Rioted that,. Mrs v », jfeSHS^OTKEMSi y of ^(^b^ra^jBeo^JLa^^ 
has* beeit, mentioned in connection -with numerous ^rgani^gatibn s 'in— 
eluding those' referred to* in referenced: airtel* | I 'has. 

_ „ . >ad^ed-^K^.:he4s^ell- 

.she has; invited* 'fiim* to' Columbus, Geprgia oh*-several occasions*. 



1 
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t^oh§.^wfiicbMrs#. JENKINS is-*;&ter'ested' by talUcifig' fcjo 4ier .anft 
qthe^ s acquai;ntarices, iiL Golumbus^ ,GaT ? Informant- Is, filing' -to 
tray.ei; to- -Columbia Ga». '£ 6z_£his purpose, provided* th% pureau , 
Triil aUoTC'him the sitm .of | to ^cover 'expenses,* I^prritant 
.. -.be&eves W can obtain* th^^4r e 4 ; i^?^^tion iiv~pne-Vo* :S?d' 
, .daysi "'• v - -■ - -' :' * V" " "" 1 *.•/*"-"* ;, 

£ 'f l^&ptf^^ thai> the 'Bureau' ^aht.-authoritjr «t6pp|y '* 

'this' . 3lfformant: 1 l ih* order 'thai- "Ke : -may : maKe $bis, * trig; to ' 
CoXumbus., >Q&. ThiSjf :o£ qourse 5 i?-'in add ition t o -the; Aoney - 
\- - Presently- bptog Jjaijdi^o .him>at the- rata-ol j | p,er ireek«_' * 

HEKis:}/ - ' " *. • ' - \ -■ , . . 

'ffi^i»lii- -- : • " ' • , * = ''"'-- - '-"" 

. — J fc»l»* l ' H i t tM WI l III M >, I " - - 

a - ■ ' ■ ■ • :--. ■ : 
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f- - 38 



■*7 






.i=> 



. -^ 





VALL INF0KHATI01T COHTAIHEQ f\ 

VHEREIN IS UNCLASSIFIED! 'V 

DATE 07-22-2010 BY 60322/JJC/LRP/PLJ/sdlj 



SAC,, v Atftanta CLCf-Sl) 



August 12, 195^ 



■#. 



PRO^SDTJSHERHERS 
INTERNAL SECBRIIEC - X 
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Iteurlet dated August 4* .19^* 



Based_j 
granted to pay 



3 



ecom 
up t 




felon authority is, 

.^ ]fpr actual expenses 

ihcurre'd in connection with trip to Columbus* Georgia,, 
for the purpose" of contacting Mrs* Jesse Jenkins, and 
others regarding scope of activity of organizations in 
which Jenkins is interested. - - . 



Information obtained by I n shouifeber» 
promptly reported tinder the appropriate case .caption. ;~ 



-3 



•WV& Off YELLOW: 






C2> 



C5f- 



In July,. 19 5^j Mr-Si .Jerikihs sponsored a igeiSng^ 
in Columbus, Georgia j for -the purpose -.of organizing* vicious - . 
groups having •similar iris's on,' segregation and %a bs ffTs.eci 
on tk Klufc tlan pyirmiplgfi.- m is believed tje siiouid 



authorize Atlanta— fco_na3L 
with this trip. 



E 



5la 



UP to 



in connection'* 

ls a reliable '.bald informant, v 



*1 



P' 



Nfolso 

Nichols' 
* Beloojt 

'Hacbo* 
Rosea 
Tjracy-, 

Tester 
Vi&tertowd J7 
TcIc.'Rooca— 

-.iiiss, £*ady 




$g5T:glg>/ 



,,? ^;, 



c 



C-VJ 



, MAILED, 6 

.COMtt-PBI 



.-» J v 
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fifHce Memorandum •• united states government 

/ 

DATE: August #, 1954 

A ' 

ALL INFORHATION COHTAIHElJ 

HEREIN IS UNCLASSIFIED fc . - 

DATE 07-22-2010 BY 60322/UC/LRP/PLJ/sdti| * 







^ Director, FBI". (105-23645) 
AC, Miami -(105-677) 

subjectjP'PRO-SOuTHERNERS' 

INTERNAL SECURITY -X j 



Reference- is made -to Miami letter to the Bureau- dated 
June 29, 1954, -and to .Bureau letter to* Miami dated July 13, 
1954, concerning' the-above- entitled matter o 



Confidential Informant ! n, at.t.eridedi.a^meet.lng>,on- 

July 10, 1954, at the- 'County- Cpurthouse' in '.Columbus, Ohio; 
He 1 furnished the following Infori&atiqn on July 13 , 1954, to 

-SA BENNETT M* -HIRSH-; :J-ac'kspnville : , Fipridat • ' 

* . ■ 

Informant stated ^th'e meeting was called to order at 
10' AM in the County Cburthouse w at Cplumbus-, Georgia * in the * 
Grand Jury room by Mrs 6 JESSlEMENiCJNg <, '; The "meeting was orig- 
inally planned for the Courtroom but because C.ourt was in 
session the meeting was not held there* 

* * 

Informant advised that at the start of the meeting 
Mrs. JENKINS -distributed copies consisting of a two page 
•typewritten document headed* n ?la1jf orm of 'National- Patrick 
-Henry Organization, Incorporated; .Outline and 'Objectives For * 
Action, Strategy, To -Restore Gb^stitutipnal-Gxivernment and 
Keep* America American's informant also advised* that there 
-was' parsed out ;at the beginning of the meeting -an- .outline of 
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Lt o'to'' Director 

--> ' 
the program for the day of conference. This program was not A 
followed and- according is not being set forth at this point. 

, Informant advised that the following persons were 
>P£e?.ent at the convention- of the Patrick. Henry Organization: 

1. HARRY WILLIAM. PY-LE ; \U A '_^a,, ■ 

2. War J- ^gR-EFtf JUM-, Ifampa . » Florida r 'Memb er of the yr,. 
Imp,e;dUlJ5omcjU^of~the ^As30c^ ^ Caj£ , 
| ^loridaJClah . s_ ' *f^ * 

...3o C.J^BINKLEYfph), Flor jnce , ' Sdut hLCasolina ( the 

letterhead o.f the 1 P-ro-Sjoutherhers Organization*, A^ _ 
: . lists a person by the name of 'J.H^ICIpEXy ^Sj^utlL. ^ji. 
Carolina,, as a. member of the -advisory -board, of 
the .fro-Southernerso) It is. possible that J--.H. 
BICKLEY is th.e individual who attended and whom 
"informant understood to- be, C.J. BICKLEY . 

Ac cording.,to. .informant; ;BIN£LEY,,wis head of the 
White Camelias pf .Sta^e RigKt| Clubs of 'South- Carolina. , 

\ * ■ * . 

A-. Mr. SCOT.T, first name not -known, who accompanied 
Mr. BINKLEY' and who ,was from a town near Florence, 
South Carolina; 

'5. Mr .^SAWYER,, first name, not. known, -whom informant 
described about 6! in his early 40* s, slender build, 
sandy hair, cheerful disposition, 155 to" 160 lbs, ,W 
and in the construction business in South Carolina, z— 

Informant described Mn^SCOTT' as £-5 to- 50 years of 
age, about •£*$»., 140-145 lbs-,., Receding hairline, 
wore glasses and of tallow complexion'; £ £ £r~£- 




*\>. 







MM 105-677 

Lt? to Director 



y^ 



7o Dr. A.C^CHUIgU Baptist Preacher, Ipng .active. 
• $ FRAKCIS^tcHALE jg£-J^- ^ 

9o weslex^oullieitkJ:^. ; - ^ ^^ _ _____ 

_X0 o -Mrs. o .-^SSIE-JEKKlNS- — r - " ,' " ' 

•medium' complexion , 




|fS E 3 erved as acting **rm P?.^ , 9 ^i-.0 



Mro rXJUCi serv^u. « .- _ # . 

.„ r ief talk. Informant said »at jac £ onejr ^Jjff? . , 

The election of officers foUdwadn^, ^ 

- »^ *B»t all present, -were-el-eoted .to 
■She informant stated^ «»|| "J ^ e yitricfc^nry . 
meaoership in «he board' of directors o! ..,,„., . 

Organization- 



M 



Tewend A,c/* S C„m* Mas Sieved ******* «>» 



•;\ - i 
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•Patrick Henry Organization for. the' coming- year o ; Mrs ? 
JESSIE JENKINS- waa.'reVe'lected secretary and .treasure)? and: 
Mrs o' CRANE' was. .elected to he.' in charge of Public Relations 
and- Res.ea'rcho . I , .'■ 

■ ' A- coordinating -committee was- then, suggested- and - 
the .group homi'nated and elected Mr, L.A-o -DAVIS of St. Peters- 
^^g^-gJ^J^Jj^QP- ^ thi s- c ommittee « _i_Jl — — . — .^ • - ■ - — 



Mr*. DAVIS then, appointed HARRY WILLIAM- PYLE -and' 
•BICKLEYtph) -to his committee'. ' ' ' - '"., 

• JPRANCIS 1 McHALE} t was •appoi'nt.ed- legal .ady.iso'ir arid 
co'unselldr-^of: th>-Patrd-ck~Henry Organization;;. • 

<■>, ' ~ The -discussion -tbit f ollqwed;- indicated- the grojup 
' heeded a set of by-laws- and! -whereupon Mr.* 'McHALE and .S.cgULfcR 
we're designated to prepar.£'sucfr |fter which, they would, be 
•submitted 'to *he •grjpup fbir % necessary approval* • . 

•A discussion concerning the dues \fco '.be- raid' ther 
-Patrick Henry Organization -by its members then: 'followed- and- 
it was- .determined* and voted that each member should, .pay the 
" *.sum, of #2 : o00. per year* 



Dr e SCHULER spoke on the- general-<topic of' the. 
,' *;. i ~„,S.^"-i „«'■«. ■?«»-.«., whi t>\\ hh fe-lt, had cor 




into 
He 



discussed the long per;£6d\bf time- he' had been a member of the 
KuXlux Klan/ indicating' that he had been such a member since 
-World '.War- Io He told the group that he 'had lost a great many 
.pulpits because, of' the- fact that -he- ha.d retained his 'Klan 
memberships ' ' ' . 

- - • Informant stated that .SCHULER, as a .preacher*' -spoke 
at length- but." said very little o Informant, .also got. ■ .J h « . ,. 

impression, .that .Dr., SCHULER knew very littfLe* ahout the. Patripk 
Henry Organization o 
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it o to Pire,cto'r- 

- -ERAKCJS. McHALEj also a 1 regular speaker on the 
program, ftiscusseti 'his personal* efforts in bringing suit 
in tFederal Court In whi'ch- he opposed-' the regulations 
^gainst segregation on. military* reservations o He also. * 
discussed' the Supreme Court decision concerning the 
attendance <Sf '.Negroes -at 'Public Schools, aiid talked pf" 
the f&ct that ie had been admitted' to, practice bfef ore/the 
Supreme Court, $£«&&&• United' S t_at_e_s,ln^Ashingtpn, a .,jLo-C^^JIe — ~ 

^^e^hl^f^S^W^y ra °re actions In' Federal Court 
against, non~ segregation >on military reservations- and that 

. he- had ^irVady %led six such, suits in the names of other 
persons j however.* and' he needed additional mone'y to carry 
this work -forwsfrdo- 

Informant advised fchat -McHMiE told 'the group that 
'he had "lost kll of' tfce, suits 'which -he had filed, thus far<> 

infprraant stat# £hatr^ 
addressed 'the^gt*6 up arid spoke for only -about ten 'minutest 
Hte r ,stat-ed sjhe toUched'oh th,e material listed in her platform, 
under ^e^Nalji^o.nal/Patrlcl^Hehry , Organisation- and also- #'o&e; oh 
~her ppppsiti6k\fco; f tihe. I&th. and -l|th /Amendment o - 

Informant . a;ls,9 r -stated''t:hat. .Mrs, JENKINS objected to- 
the UN in very 'strong ianguaigeo - 

Wo J,. GRIFFIN ; 'next, addressed the group- and told of 
the. success- of his" Florida Association of KJLans in Flpri'da., 
advisingVthat he. had "organized . j31' ; ?laverns- in the S't'at.ej that 
the- group' .had a 12 point active ^r.b.gram and' was making, progress <>• 
He told of -a* recent State Meeting of the- Association of Florida 
Klahs .at, Live Oaky Florida,, where he* told he ;Kad taken in- a 
number of" "young >memb er s of Icol-lege 1 age * 

GRIFFIN told the group that his organization was 
the- only active "Elan" Group in the .United. States at the .present 
thrift arid adde'd that possibly there were- a. few ind.ivi'$ual-j. 
■ independent .Klaverns in existence,' <He seated the'- \aa,%h purpose 
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rt f +'he Klan was to fight for -segregation ana. that his Klan 
would cbiSrStwUIhe Patrick Hfhr ; y Organization and with 
•all -such groups < 



-^is*ofgahTia^on^existe<l. tnrougnou* ™e »^« - r — 
CarolinS and that its main purpose was to ^ wxth the 
Parent^Teachers Associations and school officials to Keep 
-segregation- in the .schools . 

' " Informant, advised that no ^ctual detailed .^isj 
•cussion took-place. of the" platform of the.- N J^°« a l * a ^ick ■■ 
fenrv Organization- or" its .outline- and objectives for action. ,. 
B^tated that -the resolution referred to 'therein which - 

SppbSdly felto be fcssed .by the group, was. never presented , 
and no such resolution was- passed. 

Informant stated the lunch period was omitted and 
the- iiieetinicSued from. 10 AM- until 3 ?M when it was. adjourned. 

Informant advised .that actually* no definite plans' 
" were- made 6r Iny action taken at the conyention m any specific 
• < direction'. 

Informant stated in a conference with ;BI^KLEY., PYLE-., 
SCOTT and iHraRrf S^uth Carolina, BINKLEY admitt.e^that the 
Cameiia group in South Carolina which he-headed was merely 
a fvont for the'Klan in South Carolina c He said that it was 
- orSnized lince TOM HAMILTON^ tfhe :Ku Klux Klan in his trouble 
"82K ^iS^ cyer 150. Klan members had gotten 

- iio trouble, .as a. result ''of Klanvactiy.ities in that. area-. 

Informant also advised that Subsequently he had a . 
Conversation with WILLIAM '.J. GRIFFIN at a local hotel in 
Colmbuf and Xtt at that time- GRIFFIN .indicated that BILL 
-iJENDRIX,- former -head .bf the Southern. Knights .of 1he Ku Klux 
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4&tet 



Klan was completely ^washed up" as f&^V^ne ??lan w as con- 
cerned and that HENDRIX was -through. Inf orragjit also advised r^/ a 



that he was told by .FRANCIS McHALE that BILS^HENDRIX Was __ 
being sued by certain groups of persons who had advanced him 
money to do certain organizational work and that ^^RIX_had__ 
_usedJ^is^.mp.ney^for_-peiJSonal-- purposes**, " 

Informant stated that HENDRIX told him he had an 
active Association of Florida Klan Group in Jacksonville 
and that McHALE was now in that organization o " Informant stated 
GRIFF/IN gave McHALE his permanent Association of Fiorida 'Klan 
Membership Card at that time* 

Informant also advised that before the general conference 
of- the Patrick Henry Organization was closed it was decided to 
raise a legdl fund to assist McHALE in his efforts of at 
least $500o00 and that efforts would be made .to obtain this 
money from various organizations interested in the purposes 
in which the Patrick Henry Organization was interestedo 

Informant stated that the minutes of the conference were 
to. be written up and that all 1 those present would receive 
copies thereof o 
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ALL INFORMATION CONTAINER 

HEREIN IS UNCLASSIFIED; .. '; * *_ 

DATE 07-22-2010 BY 60322>UC/LRP/PLJ/sdH 

SAG,-. Atlanta ' * * ' ."'■".- 

Director, FBI " >. ' , .* . 



NATIONAL. PATRICK HENRY ORGANIZATION,- INC.. 
.INTERNAL SECURITY - X -•■-_•. 




August' '16.,, v^V 



£), - .'• Re Miami letter ..dated; August. 3, l9Jfrj captioned 
"ProrSb utherners V Internal Security -~-X,". a- copy -of which 
wa^de^i|jnated7for your'VpfficeV - - 

in view of the' information contained in relet .. 
. ydu'are'-.instructed.ito -rebpen. your -investigation" of- the 
. captioned; organization and .submit' a current- investigative 
T report bringing the~'ac';tivities .of "this 'organization up' 
±o date* ;Thi's 'report should be- "prepared in. accordance' 
- with' the instructiofj^.contaitned^3^Sectioh'87 D of the" 
"* 'Manual of Instructions. ' 'It is desired that this- report" 
• reach the Bureau no. later than .60 days* from. -the date . 
this, communication is. received :in your office. 



Q 




C: M f lie ;iQ£-286*# 







r*V 



- * 



)' 



Tolsohl 



Boardmatu^ 
•Nichols -_._=~_l 
Belmont!:,— r' 



- Glavin,«r,?-,.r, ,"rr 






* YELLOW', 
DUPLICATE - 

L "AUG 164954 

*„ . MAILED 



. Jtoliotoan*, 

'"Miss^Gandy^i^: 



II 



■J 





\tlum •• PNitEJD' STi^i4 GOVERNMENT 
.: /Birectar-i EBI (105r2861}£) " DATg: 8-18-5U. 



.prom : lhJ'Skti 9 Memphis (10£-98) • . 

j, SUBJECT* -||0-S0UIHB^RS _ HEFEIIT IS TJNCLASSIFIEtil^ „ _ ' 

*i,i* J.O-.A , DATE 07-22-2010. BY 60322/DC/LR P/PI .j73dg 



Re ■Jfl.ami letter $o Bureau dated 6-29-I&5. 



On -8-tI3-5U A IfiSs 



1 Clerk,, ,'Of f d,Qg of' the .Secretaiy pf* 



States Tfes&&llQ ? Tennessee, advised "that there is iio iteqord- of the? jS*ricK 
Henry O^anizatibn, Jac« j or the Pro-Southerners Being incorporated in the 
State od? SPennessee^ 

RUG. ' * 
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Office Memorandum • united states government 



TO 



FROM 



DIRECTOR, FBI (.100-7301) 
SAO » MIAMI (100-33$&) 



DATO August 24,. 19.54 

AIL INFORMATION COHTAINElj 

HEREIN IS UNCLASSIFIED! 

DATE 07-22-2010 BY 60322/UC/LRP/PLJ/sd^ 



SUBJECTS 



SOUTHERN KNIGHTS OP THE KU KLUX KLAN 
aka AMERICAN CONFEDERATE AEMT 
INTlSRNAL SECURITY'- X 

Following is a memorandum covering the activities of 
BILL HENDRIXju' Imperial Emperor of the- Southern Knights of the 
KuKlux Klan, and LA. DAVIS, State Officer of the organizat ion 
on a trip covering the period of J.uly"2tTiri3l^K^u1Ly^07^19.5^ " 
in which they contacted leaders of similar- organizations through- 
out the southeastern states 1 Adequate copies of this memo are 
being supplied to. the Bureau and interested offices so that a 
copy of this memorandum can* be placed in the files of related 
organizations o 
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On July 16 9 1954* advised tfcat on Friday 

July 2, 19 54 , L. A-, DAVIS and BILL HENDRIX left Tallahassee * 
Florida 9 and traveled by automobile , to Mobil e> Alabama , arriving 
in Mobile on the- evening of 1 July 2, 1954* at which time HENDRIX 
called ALBERT ELMORE, organiser of *The Southerners*, and advised 
ELMORE that he and DAVIS would contact him on their return trip • 
through Mobile* 

They then proceeded to Natehes, Mississippi $> where 
they met Mr. and Mrs. FORREST WOLF and JOHN HAMILTON, officials* 
of the National Cit.isens Protective Association 9 from Std Louis ^ 
Missouri. That evening the group discussed possibilities of 
uniting the forces of the Southern Knights of the KKK with the 
NCPA, but failed to reach an agreement. 

HENDRIX explained* to the officials of the NCPA that the 
people in the South felt that the n Yankees'* brought about .the 
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race problem and that now the "Yankees* can solve their diffi- 
culties by themselves^ and that the South will take care of 
matters in their own way without interference or advice from 
the North 6 In. response to this, FORREST ttOLF, the National 
Chairman of the NCPA* and HAMILTON bragged about their accom- 
plishments from a standpoint of the growth of their organiza** 
tiono 



-The-only-deci^sions'-rea^ched— as-a— res ul-t-of - tM-s~con« 



ference was that HENDRIX insisted that he could not get the 
members of the Southern Knights of the KKK to organize units 
of the NCPA in the South, and that all he could do would be to 
continue to furnish the "White Sentinel*, publication of thd 
NCPA, vitti all memberships that he, HENDRIX, sells to the 
American Confederate Armyo 

For the benefit of offices who may not be familiar 
with the American Confederate Army, this is an organization 
formed by HENDRIX to be used as a front for the Southern Knighfes 
of the KKK and the purpose of the instant trip was to contact 
Judge GEORGE Wo ARMSTRONG of Natchez, Mississippi, for financial 
backihg of the American Confederate Army, and 4 al#o to contact; 
Governor HERMAN TALMADGE of Atlanta, Georgia , to secure his 
cooperation as a public leader of this Army<> 

On the following day* Saturday 9 July 3$ 1954 » the above 
mentioned group proceeded to the farm of Judge GEORGE Wo - 
ARMSTRONG a few miles from Natchez <> The group was warmly 
received by Mrso ARMSTRONG, who 'appeared to be personally 
acquainted' with JBILL HENDRIX* and exhibited considerable 
interest in his work with- the American Confederate Army c .She 
explained to HENDRIX and the others that Judge ARMSTRONG had 
recently suffered from a stroke, and was t.00 ill to receive 
the group,, but that he would be keenly disappointed to le,arn 
that HENDRIX had been there and the Judge was unable to see 
himo HENDRIX discussed in detail with Mrs ARMSTRONG the plans 
for the American Confederate Array -and received her assurance 
that if she could in any way help,- she would be glad to do s6o 
Inasmuch as HENDRIX was unable to< see Judge ARMSTRONG, he did 
not make the proposal to Mrs* ARMSTRONG concerning financial 
backing of the American Confederate Armyo 
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During a subsequent; conversation within- this group not 
in the presence of Mrs„ ARMSTRONG ," both. WOLF and HAMILTON stated 
that Judge ARMSTRONG was &ie financial backer of McGINLEY and 
his' publication £, "Common Sense "o This Information was subse° 
quently" verified by HARRX Wo PYLE of Memphis , Tennessee, during 
his trip to Columbus , Georgia, on July 9 and 10, 1954* 

On Sunday, July 4, 1954, HENDRIX and DAVIS departed 
-from-Natchez-j-Mississ-i-ppi-j-and— proeeeded-to—Baton-Rouge-s,- 



Louisiana, as HENDRIX was under the impression that the Stats 
legislature was in session during Sunday to hear matters on 
segregation bills, and if so., he, HENDRIX s « would be able to 
Contact some, of the legislators* On arriving at Baton Rouge, 
it was learned that there was no Sunday session, so HENDRIX and 
DAVIS proceeded to New Orleans-, Where ROBERT ANDERSON, of 4- 
Beaurapnt, Texas, was supposed to meet th&au 



as the mass 



ROBERT ANDERSON'.was identified by 

who had undertaken to promote the American Oonreaerate Army aid 
"The "White' Brotherhood" in Texas » The "White Brotherhood" is 
a mythical organization, also known. as the "White Brotherhood 
of" Bethel"', which HENDRIX is accepting membership to, but which 5 
according to information available at the present time, has not 
yet been organized ANDERSON was further identified by informant 
as an old Klan organizer and a former organizer for the AF of' L« 

ANDERSON failed to keep his appointment on Sunday 6r 
Monday morning with HENDRIX and DAVIS in New Orleans, and on 
Monday, July 5, • 1954* HENDRIX and DAVIS proceeded to Moss Point 9 
Mississippi 

Enroute ..there, they stopped at the Jefferson Davis' 
Memorial, where "HENDRIX explained his idea of the American Con? 
federate Army to two women' attendants, who displayed 'a keen 
interest in" his plans* He promised to send them Colonels'' 
commissions in the American Confederate Army, and they in turn; 
promised to get others to join this organization. Subsequently 
in the trip, while in Atlanta, Georgia, >HENDRIX mailed these 
commissions to both parties « 

At Moss Point, Mississippi, HENDRIX and DAVIS found 
that FRANK CUNNINGHAM, -who was the -party they were interested 
in contacting, was. at work and they were unable to contact him ? 

* 
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Informant identified .CUNNINGHAM as an electrician employed by 
the International Paper Company at Moss Pointo DAVIS- and 
'HENDRIX then returned to Mobile., 

-. On Tuesday, July 6, 1954, ALBERT ELMORE, organizer 
of n The Southerners", visited HENDRIX and DAVIS at their hotelo 
ELMORE stated that the WOLF's and HAMILTON- had contacted him 
on the previous Sunday, 'but they looked like r a pair of "Jews" 
-to-hdm-and-that-he^ddd^not-want-an-ytM-ng-to-do-w-i-th-them-o — = 



ELMORE advised HENDRIX and DAV-IS that . he had been a 
member Of the Klan at Demo polls, Alabama, from 1923 to 1931* 
He also advised them that he has a membership as of that dat« 
of .430 paid members in "The Southerners", and that of these 
430 paid members, 100 are ex~Klansmen.» He also stated that his 
organization had joined with "The American States Rights 
Association" of Birmingham, Alabama* and that his contact wi.#i 
this organization was "through a* Mr HORTON, who lives -at 2112 
Second or Third Avenue, in Birmingham • 

ELMORE also stated that the Southerners were going to 
organize in Meridian, Mississippi, within the next 30 dayso 
ELMORE stated, too, that "Macon, Georgia, was hot" and that 
someone should organize there in the immediate future 6 He also 
stated that he had revived a letter from a Mrs<> J. C. BRUINGTON 
of' P v ensacola, Florida, and that she was very interested in ths 
segregation question at the present time 

ELMORE explained, that The Southerners were charging 
$2 for membership, but that this fee was not sufficient to 
carry on the. 'expenses .of the organization, and that- they are 
now approximately $450 in the hole. In this regard, he 
explained that the American States Rights Association of 
Birmingham have two types of membership, one which carries the 
privilege- of voting with the membership dues of $25 a year 9 and 
a hon-voting membership with dues of only $2' a year<> 

ELMORE also assured HENDRIX that he would suggest to 
all of his members that they join the American Confederate Army* 
■HENDRIX did not stress this with ELMORE 'inasmuch, as he had given 
FRANK CUNNINGHAM of Moss Point , Mississippi , the right to orga- 
nize a unit of the American Confederate Army in Mobile, Alabama* 

t 

t 
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According to ELMORE, he plans a big public meeting 
within the next few weeks and hopes to secure a. politician as 
speaker o ELMORE explained that he expected to greatly incre&se - 
the membership of his organization from such a raeetingo 

After thejlr conference with -EIMORE, HENDRIX .and DAVIS 
then returned to Moss Point, Mississippi* where they m^t FRANK 

CUHNINGHAMo ' CUNNINGHAM was very _ejitJmsiajs.t±c.^ab-Out^the^£orming.. 

of the After ican Confederate Army and had previously sent to HENDRIX 
a check iii the amount of $15 to cover membership fees for the 
first five members that he had recruited. 

Informant identified FRANK CUNNINGHAM also as a member 
of the Pascagoula Klan, where he held the office of Klokard. 
CUNNINGHAM, stated' to HENDRIX that lie belieyed that* this Kl^a 
was still operating though ,t here had been little activity of 
lateo CUNNINGHAM statqd v that bp was confident that 'he would be 
able to solicit membership for at least 2,000 Colonels in the 
American Confederate- Army by September l,*and. that he would be 
able to secure .from this group a "safe" jLnner group with which 
to form a Klan unit^ x 

*» CUNNINGHAM also explained to HENDRIX that he planned 
to enter an American Confederate Army float in the Labor Day 
1 Parade at Mobile, Alabama, and it was his intention* to have $he 
men on the float dressed in Confederate army uniform,, and the 
girls dressed in ante-bellum costumes • After* the parade,, he 
plans to use the float in a motorcade from Mobile to New Orleans 
stopping enroute to solicit membership in the American Confederate 
Array^ * " 

It is through this method th.at CUNNINGHAM intended to 
launch the membership drive in that area for the American 
Confederate Army* CUNNINGHAM also requested HENDRIX to* send him 
a Confederate flag approximately four by five feeto Informant 
stat;ed that CUNNINGHAM had been commissioned as a Lt* General 

in the American' Confederate Army* ' 

.. » 

- .On July 7, 1954, HENDRIX and DAVIS left Mobile "for 
Atlanta, Georgia, and on arriving in Atlanta, were unable to 
. contact Governor HERMAN TAIMADGE* On the following day* HENDRIX 
learned from the Governor^ office that TALMADGE* would T>e in 
•Griffin, Georgia, making a speech, and intended to go from " 
Griffin to "'his farm 
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Accordingly, -HENDRIX arid DAVIS proceeded to Griffin-* 
Georgia, but there, too, failed to contact TAIMADGEo While in 
Griffin, HENDRIX wanted to meet R» L„ ADDLETON, one of the orga- 
nizers of the National Association for the Advancement and' . ; 
Protection of the Majority of the White People « HENDRIX and 
DAVIS located ADDLETON at his office and spent approximately 
three or four hours discussing the old-time Klansmen.o 



■ — ADDLETON-i-ndlcafe-d*-th-at— hd - h~a^" - De*§n - personllly ~~ 

acquainted with SIMMONS, EVANS, and GREEN, all former Imperial 
Wizards of the former Associated Klans of America,, ADDLETON 
also advised HENDRIX that he had first joined the Klan in 1924 « 
He stated that in "response to the organisation. , of the National 
Association for -the Advancement and Protection of the Majority 
of the White People, Inc, he had 'rec<&iv<*d mail from all parts 
of the country, which was- sUbst anti&ted "by the fact that there 
was still unopened mail on his- desk bearing postmarks from 
'Chicago, Los Angeles, and New York, and other places <> 

ADDLETON supplied HENDRIX with a copy of a handbill 
entitled, «T0 THE WHITE PEOPLE OF AMERICA", which was issued 
by the NAAPMWP, Inco, Post Off ice- Box 327 » Griffin, Georgia,, 
This read as follows s 

w 0n June 9thj> 1954 a corporation was f&rmed and chartered 
by the state of Georgia, ,under the nams of THE NATIONAL 
ASSOCIATION 5PR THE ADVMCEMENT AND PROTECTION OP THE 
I-IAJORITI OF THE WHITE PEOPLE »\INpo - 

"This prganization was chartered as a; non-profit shaging> 
organization $ to render a service tp the white race of 
the United States The .sole purpose under the charter 
of this organization is, to defend 05 prosecute any c^ses 
in any court, which is necessary » to protect and uphold 
any or all civil rights pertaining to" segregation/ and 
protecting the white race against the aggression o£ 
such, minority groups as the NAAGPo 

n The organisation was chartered and dedicated to get. 
the white people of America to unite in one common 
cause against any further aggression by the NAA&P or 
any other minority group, which are now attempting to 
destroy the white raceo The white people of America 
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"know, that the KAACP has been inspired by Qther racial 
groups, and especially the Communist* Party, which have 
arrayed themselves to break down every tradition of the 
white people of America, and to force upon us a Mongolian 
race of people, which of "course, if allowed to continue 
with such aggression against the white race will -cause 
us to be pushed back and become .slaves, and servants of 
this great monster the_Jf.AACPo u " 



"We have received thousands of letters, long distance 
telephone calls and telegrams^ from every part of th$ _ 
United States, as a result of the news items published 
by the newspapers of America which was released to them 
by the Associated Press 'from its branch office in Atxas&a,. 
Georgia,, This demonstrates to us beyond a reasonable 
doubt * that the. white, people of America are n0W a d f2JJ^ fi - 
mined to join hands and .put up a fight for our existence 
and for which our fore-fathers dedicated their lives 
for, fought, bled and died to give the white people of 
America their freedom » 

"The organization has set the membership fee at |7?00 
per member, and $7*00 per year per .member the'rea-ftero 
There are no other- assessments or dues against any 
member other than the $7*00 per year. In. t;he charter 
granted to our organization it was provided? tnat th& 
organization in addition to the membership fse, could 
receive contributions and donations to help carry on 
the great work of this organization o Upon receipt of 
any membership fee, it entitles the person to receive 
a membership card in which. he or she becomes a part 
of the organization in helping us in any way possible 
to. carry ori the work in .getting new members o 

"The present officers of the organization are, Mr« 
William Do Derickson-, President » Mr<> Derickson is a 
business man who has been engaged 'as a photographer 
and has operated in the states of South Carolina and 
Georgia for the past 22 years* Mr» Derickson now owns 
and operates the largest commercial studio, in Griffin, 
Georgia o « 
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"JftoLq Addleton, Secretary-Treasurer and General Counsel, 
has been engaged in the practice of lav; for the past 
2? year So He served as the representative from Griffin , 
Spalding County, Georgia, in the. General. .Assembly of 
Georgia, 1947<?194#<> *Mr Addleton was appointed by 
Honorable Herman Eo Talmadge, Governor ojf Georgia, on 
Noyember 1$, 1943 p as Assistant Attorney. General of 

Georgia, and has servedjln this c^aci^_f^?JihLe_p.asii 

^i^e-anid^Sne^aT;r~yeai^ was the organiser 



and obtained the charter for this organisation* 

"For any reference as to the type and character of 
people vjho formed this organization vre refer you to. the 
following? Honorable Herman Eo Talmadge, Governor of 
Georgia, State Capital, Atlanta, Georgia g Honorable 
Marvin Griffin, Lieutenant Governor of Georgia, State 
Capital, Atlanta, Georgia | Honorable Eugene Cook, 
Attorney General of Georgia, State Capital, Atlanta, 
Georgia; Honorable Ben Wo Fortson, Jr ^ Secretary of 
State, State Capital, Atlanta, Georgia J Honorable 
Chester Ao Byars 9 Judge, Superior Court 9 Griffin 
Judicial Circuit, address, Griffin, Georgia, and Mro 
Do fio Cuiming, President of the State Bank ,' Griff in , 
Georgia 

"The aims and purposes of this organization in addition 
to what has ]>een stattsd, are. to refrain from holding 
any prejudice or malice toward any race of people', but 
solely dedicated to the purposes above stated in pro~ 
tecting any civil rights of the white people, and" to 
stop any further aggression by any minority group, 
whidb wishes" to break down segregation between the 
races and force upon-us their v*ay of thinking and life© 

"Please make all remittances by checks upon National 
banks * bank' money orders 1 or cashier checko 

"THE NATIONAL ASSOCIATION FOR THE ADVANCEMENT AND 
PROTECTION OF THE MAJORITY OF THE WHITE PEOPLE, INCo 

"Post Office Box 327 



I "Griffin, Georgia" 
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Arriving back in Atlanta, HENDRIX placed a call to the- 
Governor's office and made an appointment to see TAIMADGE in 
the Governor ? s Mansion „ HENDRIX and DAVIS met both the Governor 
and his wife at the Mansion and were received very cordially,,. 
During the time of that visit , some other people arrived at the 
Governor's Mansion and Governor TAIMADGE called, HENDRIX into 
another room where he talked privately with HENDRIX for several 
minutest. k : ~" 

Governor TAIMADGE advised HENDRIX that if he, HENDRIX S 
would "furnish the fodder" that he « TAIMADGE, would "furnish <the 
fire" He also advised HENDRIX that CHARLES KLINE, the former 
Executive .Secretary of the Association of Georgia Klans s had been 
attempting *to secure a political job through TALMADGE's influene« 9 
but that he, TAIMADGE, had no intentions' of assisting him,, 
According to HENDRIX, it was TAIMADGE' s opinion that KLINE was 
a "Jew" and mixed up with the B'-nai B'ritho 

After leaving the Governors Mansion* HENDRIX; and'DAVIS 
then proceeded to Columbus, Georgia, where HENDRIX then took a 
bus to Tallahassee, Florida According to informant > DAVIS 
remained at CoJiiinb.us* 'Georgia, to attend a meeting. scheduled for 
July 10/ of the. Patrick Henry Association o 

On arriving at the hotel, DAVIS found W« Jo GRIFFIN, 
Grand Dragon of the Association* of Florida Kl&ns, in the lobby o 
Shortly after dinner, HARRY PILE, of Memphis, Tennessee, arrived 
and subsequently G Go SAWYER, of Florence, South Carolina! J.o H^ 
BICKLEY, Marion, South Carolina 5 $nd ^ man- named SCOTT, of 
Mullins, South. Caroling, arrived o' Inasmuch as all of these parties 
were in Columbus, Georgia, to attend the Patrick Henry Association 
meeting, they became engaged in conversation 

At approximately ten poiru Mrso JESSIE JENKINS, of 
Columbus, Georgia, also joined the 'group and stayed for approxi~ 
"mately orie hour* The others continued their conversation until 
approximately two a nu 

During the course of the conversation, W Jo GRIFFIN 
stated that he had the only Klan organization now in Florida » 
and that it was larger than any previous Klan , organisations ever 
formed in the* State of Floridao He claimed to have 31 Klaverns 
operating in the northern- section of Florida He also claimed f 
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that a man named DE BRAY (IVAN DE BRAY)* Public Relations Direc~ 
tor of the Chamber- or Commerce of the State of Florida, was one 
of his state officers 

According to informant, GRIFFIN spent a good portion 
of time criticizing HENDRIX, whom he claimed he had seen the 
previous night in Tallahassee <>* This* of course , was obviously 

a fals ehood as HENDRIX had._sB^t.the_&:£exl^^ Atlanta^-* ■ 

— Georgia^ He also accused HENDRIX of having deserted his family 
and was now t living with anoth er woman a t Perry ? Georgia© Pr$~ b2 

vious information supplied by | | also definitely indicated bin 

that this, too, is a. falsehood^ 

GftlFFIN did state during the conversation that h,e had 
appointed M B Q SHERRILL, present organiser for the Pro Sojather^rs 
in the- State of Florida, as ther Grand Tit^i for tjhe Eastern Goast 
territory of Florida for the Association of Florida Klanso 

During the course of .the .discussion, DAVIS suggested 
that the entire group representing various organizations should 
submit at the meeting the following day of the Patrick Henry 
Association a plan $0 organize a top committee to be made >up of 
the heads of "all organisations that would meet from time, to'ljim* - 
. and unite their efforts, but to continue ail of the separate- 
organizations as- they now exist » This sugge sfcion met with ths 
approval of all present, and BIGKLEYy of South Carolina, was 
designated to make such a motion at ths mee'ting the following 
day* 

In a private conversation between SAWYER, BICKLEY", 
SCOTT; and DAVIS, SAWYER stated that TOM HAMILTON /former head 
of the Association of Carolina Klans, gave up his position when 
he was sentenced to prison and SAWYER took over the active 
operation of the Carolina Klans<> SAWYER stated that the organ- 
isation had continued to exist s'ince that tims, and now operates 
as the "White Camillia Association of States Rights Clubs «o He 
stated that some. of the local units still use' the Klan name,, as 
each individual Klavern selects any name that it wishes <, He 
advised that this" organization was operating in. approximately 
311 6f the 47 counties qf South Carolina, and that in the last 
.election, they carried all but one of their- political candidates 
into office.* 
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. During the conversation, SAWXER identified Go Lo IVESf, 
lvey ? s Tavern, Florence, South Cai^lina, as President of the 
Florence Unit* and TQHMIB MILLER of Miller and Arthur Insurance 
Agents, Florence, South Carolina* as the Vice President He 
also st|tted that his organization had joined with the NAAWP of 
Washington, DoC\> He stated that this outfit charges #2 for 
individual membership and #1 each for giroup members « 



; — On^he^dll15wing"day7 — July "Iff, 19 54 9 a. meeting* was 

held of the Patrick Henry Association in the -Grand Jury Room 
of the* Court House at Columbus, Georgia^ convening at ten a m\> 
and lasting until approximately two p mo Th$ ^meeting was 
opened by 'Mrs o JESSIE JENKINS > after HARRY PYLfe of Memphis, 
Tennessee* took over the chair as Ch&tanan Mrso JENKINS stressed- 
that all of the organisations represented at this meeting $$ul& 
work- more effectively u&der the Patrick Henry charters and urged 
that eadh organisation should be chartered by the Patrick Henry 
Association 

Mr G BICKLEr, in accordance with the previous arrang&o 
ment, then stated that all of the organisations w;ere progressing 
satisfactorily and he was sure would not consider making any 
such change » He then proposed the set$iqg U P °£ a *PP comai&te© 
composed of the heads of each of the organisations which wouH 
.meet from time, to time to coordinate the work of the various out~~ 
fitso After this matter w^s discussed , a motion wa« made that 
such a committee be formed o This motion was passed- and Lo Ao 
DAVIS was elected Chairman • He. then appointed Wo Jo GRIFFIN of 
Tampa, Jo fto BICK1EY of Marion* South Carolina, and HARRY PILE 
of Memphis y Tennessee* as committeemen o 

. Informant stated that a v new Board of 'Directors for the 
Patrick Henry Association was named and elected Informant , 
stated that among those present at A his meeting were Mrs* JESSIE 
JENKINS, Mrs<o NELDA CAIN/ both of Columbus, Georgia | HARRY WILLIAM 
PILE,* Memphis, Tennessee | FRANCIS MC HALE, and WESLEY Ho COULLIE?^E» 
of Jacksonville, Florida; WILLIAM* Jo GRIFFIN, Tampa, Florida? 
Lo Ao DAVIS, Sto Petersburg, Florida? Go Go SAWYER, Florence-, 
South Carolina s Jo H* BICKLET, and (First Name Unknown) SCOTT^ 

South Carolina o 

■* 

On July 26^ 1954? informant made available to the Miami 
Office a copy of the minutes of instant meeting, which set forth 
the sleeted officers ass 
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National Presidents Dr d Ao Co SHULER- 
National Vice-President, HARRY WILLIAM FILE 
National Secret ary~T t reasurer$ Mrso JESSIE fto JENKINS. • 
National Directors » 

LUCILLE So MILLER 

MANUEL MILLER 

ALTON' THATCHER' 

FRANCIS Mo MC HALE „ — 

: — J— H— BICKLET ** = 

Mo Bo SHERRILL* 

PETER XAVIER 

WILLIAM Jo GRIFFIN 
' Dro To. Ro MONTGOMERY K 

L Ao DAVIS '" " * 

Wo Ho COULLIETTE* 

Mrso NELDA CAIN* 

Informant also made available a copy of the platform 
of the National Patrick Henry Organisation, Inco , vfhich purported 
'to be an outline and objectives for action strategy « It was 
captioned, -"TO RESTORE CONSTITUTIONAL GOVERNMENT AND KEEP AMERICA 
AMERICANS This platform rea,ds as follows s 

"Whereas $ the inalienable rights of our Declaration 
of Independence arebaing tramped under foot and our 
Constitution • the wise and $infe tested formula .for 
cJur REPRESENTATIVE Republican Government with ' it s. checks 
* and balances! its 'safeguards of individual liberty ~. has 
become a doorway for unscrupulous, avaricious men-* 

M Whereas, the Constitution provides for punishment 
of those who* violate it, or who prove disloyal, and 
the declaration provides the remedy when men show more 
love for their *jobs* than for their country, in the * 
following clear and unmistakable languages. - ? That 
whenever any form of Government (or administration?) 
becomes destructive of these rights,, it is the right 
of the people to alter or abolish its* ' 

''Whereas*, thru a series of Marxist inspired legist 
latdve sets, beginning with the 14fch a$d 15th atoend~ 
ments of the tragic sixties, resulting from a * foreign * 
instigated Civil War,, and an abortive Congress of 
bribed prostitutes, .under . the direction of usurper, 
Thad Stevens j. " 
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tt Whereas 9 orfly 55 years later 9 an.d only a few 
years after the second influx of *Russlanite* _revolu~ 
tion-ist in 1331, paralleling the influx of Refugees' 
purportedly fleeing Karl'Marx* revolution in Germany, 
allegedly I the same sinister forces ranme.d thru 
Congress over bitter protest the greatest Swindle ever 
■perpetrated against a free action .- The RothschiljU 

Warburg Federal Reserve Act of 1913 j_by_which the* this* 

< ^onti^ii-ng'-^drld— ^coimunl'str^'^gorg'piracy 6b^aine"ol control 

of our money system— hence our Gov ? tf 

•"Whereas, this was implemented in 1916 by the 
unconstitutional, Marxist* 16th amendment ~ the., graduated 
: income tax to fleece our people of thei? earnings for * » 

what we now know as schemes for communiaing the whole 
v/orld J 

"Whereas 9 this was followed by the further t*ncon~ 
stitufciohal 17th amendment, making^ Senatorial aspirants 
subject to bribery in the general elections^ the same 
. as" Presidential ca&didates - hand picked* - can be 
seated against the, wishes of the- people in violations 
of the provision for- appointments by state legislatures 5 

"Whereas* the' Wagner Act 5 the institution of the 
V so-called ^Bi-partisan* (One party) *for$igxi ? policy $* 

* which is in fact a totalitarian trendy and other schemes 

and devices' for circumventing that sacked document * the 
Supreme Law of our" land , PROVES . BETOND DOUBT that law~ 
less rac keteers control our government? and it becomes 
our sacred duty to oust the offenders 5 

"Therefore j be it resolved, that by the Board of 
Directors of the Nat ? 1 'Patrick Henry Org*rv<> Inco* in 
v conference assembled, $t Museegee Court House 9 this the 

. 10th day of 3iily ? '1954 5 

*■ 
n That this an J all affiliated organizations an& 
groups, wage an intensive campaign from the local to 
the state levels, to abdlish all four iniquitous amende - 
ments, procured thru political chicanery and frauds at 
r the instigation of ^foreigners * we must now- reorganise 
as 'ENEMIES for self-defense s 
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"That these self same enemies, having infiltrat.ee! 
all our educational institutions , including religious, 
to poison th§ minds of our people for subversive pur- 
poses? also, all civic groups, radio arid television to* 
spread their subversive propaganda, have forfeited 
iheir privilege of living among us , as a peace loving'^ 
Christian nation, desirous of maintaining a proper 
atmo sphere for tne develogmerit of our _c.hildren.; ^ 



3.o "That since our .American- way and traditions seem 
so obnoxious to those paganistic old world ^liberals*, 
we solemnly declare that as has been forced on other 
governments in the past* that they be reorganized as 
ENEMIES constantly warring against us and drafting us 
into * foreign? wars,, our only hope for- survival and' 
peace requires that we EXPEL them to Mad a ffascar where 
they can build the * kind of 9 culture * the$ want for them^ 
selves; 

4° "That we bring sufficient pressure 'to thix end upon 
our Representatives who have taken an -oath to uphold 
the constitution 5 spid demand the .resignation of all who 
show opposition to our offers' to SAVE OUR HOME LANDf to 
RESCUE oitr faciney system 5 to STOP -this impending Asian 
war, and EtJD &his, foreign instigated wars that official 
Washington ILLEGALLY draft .our sons to fight and appro** 
; priate our morie/y hp finance o " " ' ~* 

5«*Thgt wa oppose with all our right UN, -NATO, and 
UMT for such purposes .and demand th'e return of our troops 
from foreigf^oil, to defend our own land, now swarming 
with an estimated ^>miHion illegal entrants, with nobody 
knows how m^y'revolutionists, while we .have less than 
1 full division" on our own soil'o o which obviously is 
planned TREASOSf— ' / 

do^That we demand severance oJF .diplomatic relations 
with .Ifussia, whose masters aspire to World government 
thru their UN and who -now control half the .world, with 
their bloody hands at our threats, which makes it 
encumbent upon us to drive UN from American soil, with 
all its treasonable agencies and commitments; 
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Yo^That we likevdse repudiate NAT.0, another * communist* 
been dog gling scheme, wherein traiteroiis persons colla« 
berating with Communists, build up their power while 
expressing other peace loving people, and likewise wi£h 
all its secret * treasonable treaties, commitments $ by 
disloyal men? 

do^That we demand an end to labor unionism except 

on a lo'caTTevel tor 'personal improv"e~nrentr~and—civTC ~ — 

.betterment," disallowing pressure tae ties which amount.- 
to duress 5 

9 o "Repudiate both the Bolshevik controlled political 
parties? let ^'Republicans' be #roud to join the Con- 
stitution Party 9 and * Democrats * should do their- children 
the honor of joining the Liberty Party <* td perpetuate 
the Liberty 5 ' for which our fathers pledged their lives 
their fortunS if their sacred honor; 

% 10* tt Last but "most important t Clean pu,t all .our .Educa* m 
tlonal Institutions to try to jando jsome of the mischief 
of the past half century <* to restore the old, time 
, religion of our fathers to our pvjlpits, and the prin^ 
ciples which have ours the greatest nation on earth - 
our duty to posterity o 

"Your comments and suggestions are solicited <>* 



- 15 - 




Sl^NOARD FORM NO. M 







Office Memorandum 

to sK : director,- -FBI <iq5-286l£)^ 







■UNITED STATES GOVERNMENT 



DATE: 



9#l/& 



'from :SA(T, Atlanta 

(9' ' . 
SUBJECT:- pRO-SOOTHERNERS 

■INTERNAL SECURITY - X 
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Re-let Au gust 12, 195U authorizing paymei*^ of I ^ [ to 



for expenses incurred in connection with a'iripto 
Columbus, Georgia- for the purpose of contacting Uvs* JESSE 
JENKINS* and others regarding *scope of ac tivity of y garA^ 

"urntshed- 



aations in which JENKINS is jjftterest^,. 
-the^follo^ving-reportT^samirbeing prepare 



"on^fieTHstoxy of 
the Knights of the Ku Klux Rlan, Association of Geqrgia\Klans. 



"TRIP TO COLUMBUS^. GA. ON* AUGUST 2H, 195U* 

"Arrived .in Columbus at, approx. 10 A;M. and* went <^§g3^ . , 
the Baptist .Tabernacle on 17th St* to see ^arsoh Jagk^phiston, 
Parson Jadk was* sleeping but his assistant Mr; Slade (an old 
KKK organizer) spoke with, me*. He 'stated that the..KKK in 
Columbus -under Kred New had disbanded for' the time being and- 
he doubted if they/wouldbecomei, active again immediately.. 
He mentioned a Mrs, AienbaughA(Eleribaugh) of -Macon whoJiad* 




me Parson Jac£ was assisting her;, Ife knew nothing- of the 
Pro-Southern or camelia- groups., Was one time sympathetic 
to'Hrs, Jesse Jenkins Patrick- Kfenry group, but ;that they 
were inactive,. ' He said he did *nob believe -that the white 
circle group had $0 members in Georgia, Ife then spoke on 
Bill Ifendrix and Tom Hamilton* and said : they were invited . 
by Mrs, Jenkins to speak when- they did. in. 1952 in. the 
tabernacle, and that this caused '.a. definite breach between 
her and Parson Jack. Offered to assist me in getting the 
KKK going again ,in Columbus,, 

"Parson Jack then showed uoy, and at first, seemed very aloof 
to -see me, but soon started telling about all he could.do. 
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to help organiza again in Columbus, He denied membership in* 
the white circle/league, but did say he had correspondence 
with Mrs-^Ed^Menbaugh, Did- not have. any .letters to show. 
He sta*€d that the pro-southern group had been headed by one 
Re$&owder (Former officer in Columbus KKR), but that Crovrder 
had? gone bankrupt, left his wife and family, arid has also left 



checked' at the 
so did the Pro- 



Columbus, 'which I found to be true when I 
garage : he used to run, Tfihen ^Crowder left 
Southern group, v/hich had been made up of former Klansmen^ 
The, different National associations and preservation, groups 
have written but that has beenMb he limit of their a ctivity, — ^.. . - ■ ■ ■ ' ■ 
^Ife-stated*tha^ecent^cros"s^urning must, have been a - 
neighbor or a former member of their Klan group. I asked 
.for. a membership- list' of the Columbus unit .of" th^ KKK, "and 
he 'said that He would 'have to get it from Fre^Jew who has 
been very ill and stays all the time at his home in 
Hamilton, Georgia. 

"Went then to 2ijl7 Hamilton Rd. to ,see Mrs. Jesse Jenkins*. 
:Mrs, Jenkins is a woman" of about 60 and weighs around .80 
pounds due to a collapse suffered last March; She said 
her Patrick Henry group are waiting on her to' get well and 
that she did not believe she ever would be ; able to do any 
•more- writing or speech making. She also mentxpned^the 
."White. Circle group and* Mrs. Alenbaugh of Macon, "and told me 
Parson Jack Had asked her to join that group, but she 
detests Mrs. Alenbaugh .and Joe Beauharnias of Chicago. 
She .also said she did 5 not believe they ha* .50 members in 
all 'Georgia* The Camelia £roup was an auxiliary of the 
Patrick Henry group and amounted to only women for readings 
of current events. 'The pro-southern group sthat she knew 
disbanded in 1950 when"the Patrick Henry group, took over, 
n %e .Patrick Henry group is not 'doing anything -and she would, 
ttnot .disclose membership but from' all appearances I 
^personally think .she is. the only -member. 'She spoke .highly 
p 'of Tom Hamilton* and the way he was wronged in South -Carolina, 
and hopes to have enough strength some day to vindicate him. 
Very little regard for Hendrix" because of last appearance 
their "and- effort to organize his , own klan from her members. _ 
It was her members present when Hamilton and 'Hendrix spoke in 
Columbus in 1952.- %is group has little or nofinances and 
Mrs. Jenkins was irypig to* rent rooms while I v/as* there; 
She off ered her 'services in t helping to organize Columbus 
again. She has not heard from any of the Preservation ogf 
advancement groups, but continues to .get, mail from ^ario^iien 
of Salt Lake. , ^Marilyn) .Cr^ 
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} l After my conversations vdth -these, three people I do not 
•believe* there is a camelia group, but that the white circle 
is attempting to organize in the state . The ftlari is. 
disbanded there, -and the pro-southern .group is dead. The 
National- Protective* arid Preservation -groups are known but 
not active. The Patrick Henry group is Mrs. Jenkins. 
The white circle in Cplunibus is Parson' -Jack even though he 
denies it, and Mrs. ,Sd. Alenbaugh is the orgahi2er living - 
in ttacoh. " ____________/__ 



There is no group having, any ,activ;e meetings, and most 
business is Ksndled"thrbugh, the mail,"* 
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Re Miami letter to the Director June 29, 1954, and 
Bulet to Miami July 13, 1954. 

Referenced Miami letter requested the Bureau to 
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of 

Origin pending the outcome of a meeting of the PATRICK HENRY 
ORGANIZATION held in Columbus, Georgia, July 10, 1954- Reports 
of this meeting were forwarded to the Bureau by Miami letter 
dated August 3, 1954, captioned "PRO-SOUTHERNERS, IS-X", and 
by Miami letter dated August 24, 1954," captioned' "SOUTHERN 
KNIGHTS OP THE KU KLUX KLAN, aka, AMERICAN CONFEDERATE ARM, 
IS-X", (Bufile 100-7301). 

At f the meeting of July 10, 1954, in Columbus, Georgia, 
Mrs* JBSSIE^JSNKINS urged -that all organizations represented - 
at the meeting should be chartered by the PATRICK HENRY 
ASSOCIATION so they could work more effectively. ' However, the 
representatives from the various organizations' decided to 
continue their organizations as they now exist, but to appoint 
a committee of the heads of each organization which would meet 
from time to time to coordinate the work of the various outfits. 

It should be noted that prior to this meeting the 
PRO-SOUTHERNERS had already accepted a charter, from the PATRICK 
HENRY ASSOCIATION. There has been no information received by 
the Miami Office that would indicate that the PATRICK HENRY 
ASSOCIATION has any control over the PRO-SOUTHERNERS, other 
than having issued this charter. This organization was formed 
by'M. bJ^SHERRILL of Fort Pierce, Florida ,„and -from the in- 
formation available appears to operate solely for the purpos 
of distributing literature and to raise funds for this purpose 
by membership fees and contributions. 

UACB within the next three weeks, a report will be 
prepared on this organization designating the Miami Office as 
Origin. " 
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DIRECTOR, KBI 
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DATS; 
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HARRY WLUrlP^YSM, Board Chairman; -r. * 
M. B.. SHERRILE;, Secretary-Manager ' -* 
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On November 18, 195*b Mr. 0ARL HANSS.ON, Chief of- Police , 
Dallas, made, available photostatic copies of ' correspondence, 
dated October 2St 1954/ tfostmarked Memphis,, Tennessee* addressed 

1Z ® v \ > **. - • n l>- •$&&&$* ■ 3&fca£, bearing" " ' 

^he return address of "The Political Reported, 3601 5. Lloyd 
Circle,- Memphis, 'Tenn." over the signature of HARRY WUl AM' * 
gYLEj and two letters dated- November 10, 1952*,. addressed to 

%'L ■ -. ■ _ — _ — _ It Dallas ,."Texa:s, da&ed 

/ t .^ I*- ™$*£2&eS£u. JKLpi^da, bearing" the ' return address of" P. 0. 

'.''l*'d P *}®! 1 ' ov ^ ^ e signature of'M. 3**£HERRILL,- " 

' >Jl i*~ * 'J 3 ?* tf. '""" ' - " 

•**'*' •;.^ e "' : we5e letters, were directed- actually to.' hoys of- high- school 
" , W SP^ 1 '? Egias and, in effect, encouraged the .addressees. • 
t/s/^f 5° stimulatethe: organization of the Knights of* the Kuiclos 
' Klan,. a, white supremacy group. . 

Apparently an. ad had been placed' in the Ft. ¥orth Star 
Telegram* on Sunday, June 27/^95** as follows* v m±U people 
of America-. If y.pu. -believe" in and want to'keep -white " 

supremacy, segregation and our American way, of" life-, "write 
Tro-Southerners, P. 0. &« JL071, Ft . ftftaofr 3ft d*i dL» '* 
Apparently-, in response, to this ad, ' ^^ - -^ 



.. L ^-^OQ^nicgt^d.jgl^ SHMgi;7 J . and^the l ' Venci !o%B t t juwubtu^ 
v.^VvT^ :a ?? bgitIi madQ - availah^e^to the Miami Office for' 
•^.^information purposes, were in response to their inquiries. 

A4 / 0h ^ WSSpN advised that the father of | | 

%!kr tTSS 2£S ^SJ 1 ? J?**?" 1 1 ftf, November i& J.95^., addressed 
SL5 I*! * 1 * wi1 * ou * h± s son's knowledge ,as he became alarmed 
^.J^.^WlWewaiw* of- the incoming communications 
and was most anxioys to lear* of thei^ content., " 

The Dallas indices reflect no previous information concern- 
ing Pro-Southerners, HARRY WILLIAM PYLE Q r M. B. SHERRILL. 

andj attend the 
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The. abpve\ls b^ing furnished 'to the'Sureaji, -MLaflt 'and lfeinph& 
£.o.r -iitfopafcisn .■ -and "wo jPyrthfer. aolfoon Kill be/t'aken by <•' 
Paling at this time . - ■ ."•■;■- 
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The Pro-Southerners was organized on. 5/£4 by Mo Bo SHERRILL 
-to~replaeeH/herTrfoite^G'irc-leHte^ 

was subsequently chartered by the "National. Patrick "Henry 
Organization, Inc., as a unit pf. that organization." The 
Pro -Southerners advocate ' maintenance of the segregated way 
of life in the. South, for the repeal of' -the 16th Amendment, 
to put-law the NAACP and the Anti-Deformation league* It is 
opposed to Northern interference in the racial questions in 
the South and contends, that the race, issue is a .part of the 
Communist conspiracy to take over the South. ' Mo B* SHERRILL, 
the Secretary arid 'Manager, and for ail intents and purposes, 
the head of the- Pro-Southerners, wa§ 'appointed Grand Titan 
of .the Association pf Florida Klans ,in 7/54 by WILLIAM J. \ 
GRIFFIN, .Grand Dragon sand founder of "€his organization * 
Since that time, SHERRILL .has been using the Pro-Southerners 
as a paper organization for the' purpose of distributing 
white supremacy and .Ant i- Jewish propaganda o- The Pro- 
Southerners is also being used as. a -front organization for 
the- Association of- Florida Klans .and as an organization *' 
from which trusted, -members can be selected for full Klan 
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COPIES OP THIS REPORT. 



/"£) Bureau ( 105-28645 )(RM) 
T ONI, 6th Naval Distriel 



,.._, -„_ District * 

-9-har-le ston^S o.C-,— (-HM-)-" 



I OSI, MacDill AFB, 
Tampa, Fla. (RM) . . 

1 G-2 Headquarters ,. 3rd Army, 
^ Fto McPherson, Ga„ (RM) 

1. Albuquerque ('Info)(RM) 

2 Atlanta (RM) 

1 Baltimore (Info)(HM) 

1 Birmingham (In£o)(RM) 

1 Charlotte (Info)(RM) 

2 Da-Has (RM) 

1 El Paso (InfoHRM) 

1 Houston. (InfoHRM) 

1 Little Rock. -(InfoHRM) 

1 Los Angeles. (Info).(RM) 

1 Louisville *(Info)(RM) 

2 Memphis (RM) 

1 Mobile (Info)(m). 

1 New Orleans .(Info)'(RM) 

1 Norfolk (InfoHRM)' 

1 Oklahoma City (InfoHRM). 

1 Omaha (Info')tRM) 

1 Phoenix (!nfo)(RM) 

1 Pittsburgh (Info)(RM) 

1 Salt Lake City (InfoHRM) 

1. Sah Antonio (Info.)(RM) 

1 Savannah (Info)(,RM) 

1 St* Louis (Info)(RM) 

4 Miami (iq5-677) 
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DETAILS 

- This investigation is predicated; upon info imat ion 
•supplied by Miami ihfora^nt T-l, of\known reliability^ to* -r^ 
— -....-„ -'^iHERRILL of Pto Fierce ^ Florida* , was /£ 



the effect that M*. Bt ,. ... _ 1# i 

forming an ^organization known as ^fil^ro'^Southeiilers to 
^replage^h^ 



*6r— 
should be nc&ed' that *the White Circle League of America was 
chartered in the State* of Illinois on November* 9$ 1949 y for 
the jpuupose of education as to customs * civic and social 
standards /and tiliaritabie purposes among its members $ the 
maintenance, of schools thereof, and the dissemination of . 
information' and literature appertaining, thereto and to safe- 
guard the property of its,members. 5 and tax researcli therein^ 
.\/The .White. .Circle League of .America was formed by JOSEPH 
""TE£$^^ was' found guilty of curculating literature 

Mtending.to defame a race in- Chicago t Municipstl Court, in; 
♦. 195po^ The* state chai^ter of the -White Circle. League of 
\ VV^Amerltfa was revoked on % June 29* 1950, on grounds that the 
* literature ,of the* League- Vas- "highly inflammable; and would 

cause conflict among the r£.ces? n 



,Io ORGANIZATION 



.On, May. -17, 1954*. Trl, of known reliability <> 
advised- that MVBo SHEHRILL was no- longer distributing 4 
literature issued by the -White .Circle League of America, 
as he was- unable to get atlong with the National Organi- 
zation. ,o:f .the- Mite -Circle League* Informant said that 
SHEKillli- had.started to organize an organization of his 
own. to be "known as, the* Pro~Southerhers<> SHEHRILL stated 
that he >?6uld: like to. organize 'and recruit" membership for 
this new- organization throughout the southeastern states 
and form the ..membership into individual chapters under the 
name of the Pro-Southerners* 

* Informant advised that -SHERKEEL had .stated that' 
when he-, SHERRILL, was. 17' years old and a native* of; Texas,- 
he had joined the * Vigilantes , but that -when* the Ku-lClux 
Klan was formed in Texas., the -Texas. Vigilantes were 
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transferred en raass.e'-to the Ku Klux Klano Informant 
advised that..SHERRIIL explained that it was his plan to 
re-form the. Klan in Florida under the new nans of the 
Pro -Southerners and to dispense with public meetings 
and public parades 

T~l also advised, that ^from conversation with__ _ 

3HERRlI£$ he gained the .impression that the co-partner oi 
.SHERRILL ipy^his venture, was a man identified as .HARRY -' 



SSl^^SGtK^ of Memphis, Tennessee « $md that he was a£sd - 

in clos& contact with WILLIAM JJUSSSS^LN of Tampa* Floridao 

who. organized the Association oi\ Florida Klans "duripgTBKe ^ 

summer of 1952 o Informant also advised- that SHERRILL' had 

indicated, ibhat. he had been in contact with sheriffs, 

deputy sheriffs, polifce* officers, and highway patrolmen 

throughput the State of* Florida that were interested in. 

forming such an organisation o Informant stated that 

SHERRILL ha# also' a<f vised that, there would v be no robes 

or*mas.ks .in this organization, bub that, the menfcership 

would remain secrete" 

On June. 17, 1954i Miami informant T-2, of 
known -reliability, advised that on a recent visit with 
Mo Bo SHERRILL-,- -Fto Pierce, Florida, he learned that 
SHERRILL :h'ad decided to break connections from the White 
Circle League of America- and start a soubhem organiza- 
tion to be. known as "the 'Pro-Southerners s Informant 
advised that as of June* 1954,* SHERRILL was tt Just in 
the midst n of .getting the first mailing of propaganda . . 

on this, organization in the- ;mailSj> * -SHERRILL claimed to 
be. in contact with numerous people* throughout the" United 
States that were interested in similar objectives, and 
said that the people all over the-. South \?anb*a soubherfi 
organization to maintain segregation in the Sputh*. 

V^^SHERRILL exhibited to inf ormant a letter from 
<K E^fSICHARDSON^ 4*17 Medical Arts Building, Shreveport, 
_Louisiaha"o who was described by informant -as apparently 
"an old* friend of .'SHERRILL *s and a* Klan member, who 
, encouraged SHERRILL in -his efforts and assured him he 
",wo,uld line up a good friend .of his to take on the .organi- 
zation work, around s hreyeport,, Louisiana*; 
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Informant advised that it was SHERRILL *s plan to 
"talk soft now and build up strength to act hard" later;" 
He advised that it was also SHERRILL*s plan at the present 
time to admit anyone to membership to this organization, 
•but not to tell them any of its secrets. According to 
informant, he would later screen the membership and pick 

rSP-P an "hone.s_t,_tp. J3oji«_gr:o.up_of .members-who_could_be: 

.depended "upon to "run all the niggers and Jews out of the — 
.South.." Informant said .it was his plan to' accomplish 
this by refusing jobs to the "niggers" and to stop trading 
with the ".Jews". 

. -According to informant, the financial -venture 
of attempting to form the White Circle League of America 
in the South had been a failure and*SHBRRILL had not — 
received sufficient money to cover his expenses, but 
believ.es that the Pro-Southerners organization will brine 
in the- money i " & 

II o CHARTER- OF THE PRO~SOUTH ERNERS 

" ; '" ' ' — T » 

1 

4 On June 7, 1954., T-l, advise4_£hafc-M. i. SHERRILL 
had received a fetter from Mrs... JESSKft JENKINS, 101 Albian 
unve., Columbus., .v Qeo£gia ,. -who is the Secretary of the 
National Patrick Henry Organization, Inc., in which she 
had agreed to send 'SHERRILL a charter issued by the 
National Patrick Henry Organization, under which he could 
operate his new organization, known as the :Pro~S6utherners* 

4. j. * r. '^ Ju£le - •*■*> 195 k» T ~ 1 advised that SHERRILL had 
stated that he had received his new charter from the 
National Patrick Henry Organization and that now he had 
a political action organization. He stated that the 
-charter now -gave them all of their many parts of the 
organization in one workable piece, and that, "we" can now 
go ontto complete victory for t^e white people. 

On, the same date informant advised that SHERRILL 
had refused to exhibit this charter td anyone as he did" 
•not believe that it should be used" to convince prospective 
members that they should join such an organization*. 

*• o »• 
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On June 22 , 1954? informant advised that HARRY 
WILLIAM FILE, previously referred to as a co~partner of 
SHERRILL in the formation of the Pro«Southerners> had 
stated that the. Patrick Henry Organization iratiOL&sssafieaa* 
.charter to SHERRILL and the Pro-Southerners o PILE 
explained that the Patrick t Henry Organization- had no 

-printed^charters-pr^cha3rter--forms-so--a"spec-ial-typed 

copy was made up and signed by Mrs* JESSIE JENKINS , 



.Secretary of the organization, and by him 9 PILE, as 
Acting Presidents Inasmuch as at that tiine the Patrick 
Henry Organization had no- President* /PILE stated that 
he, as Vice-President, had been acting as President and 
would continue to do so until the. July 10 convention of 
the Patrick Henry Organization, when, officers would be^ 
elected o 

PILE stated that this charter that .was issued 
to SHERRILL and the Pro-Southerners gives him full 
authority to acjj, as a special unit, of the Patrick Henry- 
Organization and that it covers, the entire* nation as his 
to organize under the name of the Pro-South erners'o PILE 
stated that this was done by the Patrick Henry Organization 
as that organization had thei liighest respect for SHERRILL* 
and his ability to organize, and above all,- his loyalty 1 
and willingness to cooperate with, real patriots o PILE 
further assured informant that SHERRILL and all thcs e who 
join in with the Patrick Henry*& would get the closest 
cooperation from all c£ the officers from that, organiza- 
tion and that it was understood that those who wouLd 
take their places would .respect this charter to t^e 
limit o * * 



im OBJECTIVES AND AIMS OF THE PRO-SOUTHERNERS 

> " a " ' llll< " ■ I i— — ^— I I r t ^nO ^M i m il i wiM ilW i l iil i W iiWi I i I li w o— P i iii i i»W»— — Mil i * — 

On May 17., 1954, T-l advised that M'„ B* SHERRILL, 
the Se.cretary-Manager of the Pro-Southerners., was distri- ' 
b'ubing mimeographed copies of an open letter to the people 
in the -South* This letter stated that the white people 
of the South must be either for or against segregation., 
that no one could tt sit orv the fence," and that those for 
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it must organize and make their will recognized* The ietter 
pointed out.- that. if was only by: doing this t"hat they -could 
av.ert a racial, disturbance »* ' • " 

, . The letter stated-- f ,hat only by organizing could 

they ;hope to survive,, The. letter urged t-hat'they organize" 
janierJjJie. *Pro~S.o.utherjier^^and^seewthat3^^nly—true'-sc^^ernv — 



men are elected, to public office., to school boards.' to 
state offices, and to United States. Congress.* ' The 'letter 
urged that, they "put- a stop to- -nine" .black~rbbed men who 
, are our servants, hot, .our lawmakers,, making laws -that' 
force racial, mixing; against our 'win o'.''" 

Another mimeographed, letter under the .same 
caption, "Dear", fellow Southerners ,,«•' pointed- out that the 
Souther does not force- , it s-- segregation' .ideas ;bh. the-' " "" 
"Yankees", and that the North should respect, the rights 
of the South to coritrol their .own racial questions,, The 
•letter alleged that in the South, both races had 'mutual 
-respect, for the £ther until "the-* Democratic '"Party was 
. captured by the Communist %>, radicals- } and liberals ,. all 
of the Northo" It. further* alleged -this- was STALIN.? s .plan 
to create a revolution in the South and create a .black' ' 
democracy. The letter further .pointed out" that the 'only 
hope of t.he- South was by drgahizing under the" southern * 
leadership and demanding' that the. South be left alone- to 
solve their own problems" » ' ' 

* v- ^ - " ^f«™»§tot -also advised that. SHERRILL. was- distri- 
? U J y§ f'^eographe.d; sheeit. captioned, »The Ero-Southemers 
and. What They Stand. For."-, This- mimeographed' sheet- listed . 
the Pro-Southerners, as believing that only 'a southern 
org^-zabion,. led by {southerners, could -solve the racial 
problems- pf the South*. THey .further believe -that the 
Democratic Party should ddfend the South on. it's racial 
problems- and, failing to. 46 this, another, political party ' 
should be formed; It. stated that the -Southern JDemo brats - 
were- leaning, too far towards creeping Cbmmunism v arid heeding 
the racial "minorities,. " , '• * ,e> 

- . , The sheet, also Alleged that, the Pro-Southerners 
were absolutely against "a.p; forms, of Mar'x'ianism- and"" realized 
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that the. Negro question is- a part of the f Communis<t -conspiracy. 
It further stated that the Pro-Southerners stand for- .the 
repeal of ' the Sixteenth Amendment as they. did. hot want their 
tax money wasted on "One Worldism, the United Nations and 
•foreign wars.'.'- 

. _ _i_ JLt~fiuith&r_stAtj3^^ 

the" southern states to outlaw, the National Association, for 
the Advancement of Colored People and the Ant i -Reformation 
-'League.o It further alleged that the Pro-Southerners- .wanted 
„ the same right to organize as was granted to the'NAACE and * 
the- ADL, and to 'be free from .Congressional investigations 
and from being classified &s subversive, as they wanted to. 
protect the white- man'-s rights, in, the South i It further 
•alleged that already a "Yaiikee 'Congressman 1 '- HAROLD. VELDE 
was branding all southerner's who want to retain segregation 
as. racists, bigots, and hate mongers*. This letter- also' 
gtated that the Pro-Southerners were opposed to .southern 
white youth being forced td join mixed units in the armed 
forces and that the Pro-Sotftherners.. must call upon Congress- 
men .and Senators to have- laws enacted that will give the 
whit.e youth the right to select ah all white unit • 

On June IS,,' 1954, T r l advised that SHERRILL had- 
stated that the Pro-Southerners would -be ah organization^- _ 
that would be a power 1 in-pdiitics and would send their ' "* 

qwn men and women tcf fill dtate and Federal offices" '"with 
the fear of God ih -them and a prayer on their lips to' be 
able and worthy of the whit,e people who sent them to do .the 
job of housecleah'ing that Has to be ,done before the South 
•and America can be- free .of the enemies .that now have control 
of all state and. Federal, Governments in America," He further 
seated that SHERRILL. advised that /"the last- three presidents 
have done a job. for lihe. enemies- of .America- and- EISENHOWER 
qust completed .the job he was elected for—the- white people 
have experienced nothing to .what they .will—beginning-; . 
shortly and getting .worse as time .passes-~unless"they' 
organize .for their own defense * r« SHERRILL further stated 
that "we. will have the strongest organization 'on earth when- 
the people wake up and see that they must take sides and 
join us .to save themselves *," 
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On the same date, T-l advised that SHERRILL had 
made the statement that the Pro-Southerners would fight 
to the last man- before they would, let a single- "nigger" 
go into our schools, churches, hotels, motels, and 
-restahrants^ _SHERRILL also stated that the white people 
should realize whairt'hey-are-up-againsjb_and should help 

stop it before, i^ .gets "too big for us to stop"wifhoutr 

bloodshed and revolution in the United States., or for 
each southern or southwestern state seceding the Union g 
which we will gladly do if we hare to— that, would stop 
all wars, all income tax, all other Federal taxes, all 
.Federal supervision .and meddling and we, in the South 'and 
Southwest f-24 states in all who have s'aid they would" 
secede if necessary to put a stop to Federal meddling 
in our business. '?• ', 

Informant advised that from the literature that 
he had received from SHERRIH, and from personal contact 
with him, it was clear to him that the aims and objectives 
of the Pro -Southerners were similar to those advocated by 
the Ku Klux Klan in that SHERRILL/ in expressing the views 
of the Pro -Southerners, was extremely anti-Negro, anti- 
Jew, and advocated full states rights without Federal 
intervention. 

IV. HEADQUARTERS 

On May 17,. 1954, T-l advised that the headquarters 
of the Pro-Southerners was listed at Post Office Box IO7I, 
Ft. Pierce j Florida,, which is the address of M. B«. SHERRILL, 
Secretary and Manager. 

V. OFFICERS 

On May 17, 1954, T-l identif ied .M. B* SHERRILL as 
the Secretary and Manager of the Pro-Southerners. He also 
*££Sf£ *Jjg* he ha <* gained the impression that HARRY ' 
WILLIAM PYLE,. publisher of "The Political Reporter" * was an 
official of this organization and a co-partner of SHERRIL*X»s 
in its formation. 
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On June 21, 1954* -Miami infoimant T-3, of known 
reliability, made available a .letterhead , of the Pro- 
Southerners that listed the following officers of that 
organization! 

ADVISORY BOARD 



HARRY WILLlM PYLE, Board Chairman. 
M. B. SHERRHL, Secretary,, Manager 

"HARRY WILLIAM PYLE, Tennessee 
ROBERT^EATTERSON-, Mississippi 

ALTp,ir«rffiw?.cHER, " Mssaag L .' ' 

BOBTORRIE^JSdcacCar*" 

Jo. H^^Eey, 4Pj3fcb_.QaEaiina 

CHARLEfeSlTZGERAID « Texas, 

P. C^AMMONS ,• Sfapfo ' Virgin 1 a. 

Mrs. JESSIE JENKINS,, Georgia 

Mrs. M^/e€N'AN, Arizona 

JOHN Hj&TONK, Virginia, 

E. G^SKAGGS; MD, Kentucky 

FLETCHEJJpEESON^ .ro^aHTana! 

H. MJ^hIrRILL, Jlabama 

Lo F^S&VLIN, QkJahSms" 

. HUBERT .H-?plATH, SSMLMaxlcfl. 
GEORGE Gj^EKLEY, Maryland 
R. E^SpFFITH, Oklahoma" """" 
P. CftTO%T, JlfiKfchJ3fl33lSfea 
I* VjpHflKl s; Arkansas 

On August 6, 1954 » Trl supplied the addresses 
for certain members of the Advisory Board as secured by 
him from publication of "The Political Reporter" % 

HARRY WILLI JIM PYLE, 36OI S.. Lloya Ci rc l e , 
Memphis, Tennessee 
. ROBERT. PATTERSON, Box 106, Holly Ridge, Miss. 
ALTON THATCHER, Box 12, Pascola, Missouri 
BOB CURRIE,. P.O. Box 123, Carson City, Nevada 
J. H. BICKLEY, 416 Withaloochie, Marion, S.C. 
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- FORREST C^sSlONS, 127 Woodland Road,. Huntington, 

fet, YlrglMa- 
Mrs*. JESSIE JENKINS*, 101 Albian Drive, Columbus, 

Georgia 
Mrs* M. CONAN, II46 E Fellmore, Phoenix*. A r i 20 na 
JOHN H, MONK, P.O. Box 831, Portsmouth; Virginia 
■HUBER£-H-*-HM®-~Box-108-,-fe 



WILLIAM Ji GRIFFIN, Stovall Professional Building, 
Tampa, Florida " 

_ Informant .advised that he had been unable to 
determine more specific addresses of the other members 
listed on the Advisory Board of instant organization* 

VIo MEMBERSHIP REGULATIONS 

* « « °" 5&X^7» 195 ^» T - 1 advised- that he had learned 
from M. Bo SHERRILL that membership fee in the Pro- 
Southerners would be $2 per year, plus an additional $2 
for a subscription to "The Political Reporter" the publi- 
cation which had been adopted by SHERRILL as the official 
paper for the Pro-Southerners.. 

Informant also made available an application 
for -membership in the Pro-Southerners, which had been 
given to him; by SHERRILL., This application stated that the 
applicant had read and understood, the purpose' of the Pro- 
Southerners, who were working to preserve "our Southern 
segregated way of life." It further pledged that if 
accepted, the applicant would help in organizing and work 
witn and help local and headquarters to that end that "we" 
may retain our white citizens* rights on segregation* 
This blank had a space for the name, address,' city and 
state of the applicant, bore the notation, "I enclose 
- for membership dues . I want to keep informed so send 
me 'The Political Reporter* for next year, $2- enclosed for 
my subscription— the Pro-Southerners newspaper, read it." 
Bil«xTT nk « cax T ied the further .notation, '"Write Mo Bo 
SHERRILL} Secretary-Manager, Post Office Box 107K Ft* 
Pierce, Florida." . ' 
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Informant, also made- available the manbership card 
issued by the Pro-Southerners , which describes the organi- 
zation as the white .man.*s organization of' the Southland to 
preserve our Southern segregated way of life'o This' card 
provided, space for the name .and address of the member and 
identified SHERRILL' as the Secretary-Manager of the orgarii- 
_^i*lSll,J.istingJhis^address-^the_same-as-- previously-indicated. 



Qtn^-rrr ,0?1 Jllly t 1 ' 1951 » informant advised that JF« B'. < • 
SHERRILIr stated that the Pro-Southerners would take in 
any person and would be operated strictly within- the law* 
•but from the membership of the Pro-Southerners," selected 
members- would be chosen for membership t ih- the-Ku Kiux " 
Klan© • * 

, m _ noTTT ;°5 September '20 y 1954, ?-2 advised that Mo Bt 
bHiiiKKiLL did not state how many members had Joined the 
' ^-Southerners, but that he did indicate that he had not 
taken m enough in membership fees- to cover the expense 
of mailing 38, -000" pieces of first class mail. He did 
State'., however, that his largest group of members was 
located in Texas . ' ' 

em^ivrfT ^ 'September .27, 1954 «, T-l advised that M^ Bo 
5HE.RKIL& who had been appointed the Grand. Titan of the 
.Association of Florida Kldns , is now actively engaged in 
•attempting. to organize units of this organization in the 
southern portion of Florida and that it is informant's 
opinion that the Pro-Southerners is ' now only a n paper n 
Organization used by SHERRHL as a mailing list for" the 
distribution of white supremacy'and anii-Jewish propa-" 

it 

atnmoTT , On-.October 18, 1954, -this informant advised that 
-SHERRILI, claimed that the .Pro-Southerners were holding 
meetings in various -parts of Florida^ but that he did" not 
identify any of the recent sraeetiiigs. alleged to have been' 
heM, and that it was still, his belief that there were no 
active' chapters of the Pro-Southerners as such within the 
State of Florida* Informant stated that, it was his 
opinion, that the. Pro-Southerners is an organization that 
was formed by SHSRRIEL for the- sole purpose" of acquiring. 
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financial aid .to cover expense of distribution of propa- 
ganda 'to people -interested in the segregation issue-* He 
also stated that it was his opinion that from, the list of 
memberships acquired by SHEERILL, selected persons would be. 
chosen for membership in the Association .of Florida Klanso ' 






" -TO.." PROPAGANDA DISTRIBUTED BY THE PRO -SOUTHERNERS 

On May 1*7, 1954, T-l made available a ..set. of 
four -..pieces of mimeographed material 'supplied by M« B-i 
.SHERRILL to. be. used in soliciting members to'the 'Pro- 
Southerners « • - 

-, The 'first piece marked .Item 1, was an open let.ter- 

captioned, -"Dear Fellow Southerners „" .It 1 was a tirade 
against "the Northern Communists, so-called liberals, 
do-gooders, and misled Yankees" interfering in the 
southern 'racial problems,, It tatso contemned' the ' FEPC and 
the non-segregated, plans :of the Armed" Forces o It stated' 
that these freedoms: were taken away by Executive Orders 
mainly, placing, the -responsibility on -tie last three 
presidents.,, or by the United States Supreme Court", which 
was described as : a "Nine man body of super lawmakers trhat 
were never granted that .power by the Constitution,," There 
was also a charge that' Congressman HAROLD VELDE was con- 
centrating his efforts .against the "far rightist", which 
included the loyal 'southern, people „ 

Item 2 of -this group Was also a mimecgraphed 
she.et captioned. "The Pro-Southerners-^What They Stand 
.Eor" which has previously been referred .to 5h this report,,' 
This mimeographed sheet-also carried a recommendation for 
"The Political Reporter" as the best publication- to inform 
the,, membership of the Pro-Southernersv It referred to the 
Editor, of -"The Political .Reporter" , HARRY WILLIAM PILE,- as 
a Pro-Southerner "to the core*-."" 

Item 3 of this set of papers was .a reprint of 
an article allegedly appearing in the "Waco. Citizen" 
relating, to the lifting of segregation rule .at the Veterans 
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Hospital at Waco*. On the reve.rse side of this reprint was 
the .mimeographed note over the typewritten name' of M, Bo 
SHERRILL, which. .stated that what is mentioned on the, reverse 
side of that leaflet would never have, happened if the white 
citizens' had listened lio Mo Bo -SHERRILL. " It also seated 
"that race mixing in southern .schools, the FEPO, and other 
jSommj^sJiijcLxex^^ 

T.r/Mi>1<4 VkA/%/1 "GUT?_>UTTT 9 „ -,J._J_- T._- '_. 1 'ij.jj._j "._ 



would heed.SHE_ffi-ni.ts advice. It also solicited correspond- 
ence with M> B** SHERRiLL.- for answers to- these and other 
problems concerning. the^Sputh* ''-.'' 

The -fourth and last. piece -of this set of propa- 
ganda was captioned ^From/Mo B*. .SHERRILL *». It was a 
tirade against the, cowardice -of the white southerners 
in standing idly by arid, allowirig the' Supreme Court, arid the 
■Federal Government to force non-segregation in .public 
schools and ;FEPG regulations in the South* It. pointed ..out 
•that most of the southerners were waiting for their poli- 
tical representatives to do something about it s but never 
realizing- that these representatives recognized organized 
minorities -rather than their constituents' o "It stated that 
this was the. "old carpetbaggers, back . forcing the* white race 
in the Southland to, -accept the Negro as a social equal and 
perhaps, as his master*' 1 All the items called for 'the- 
organizing of the white race under the banner of Mo B* 
SHERRILL as- head of the Pro- Southerners . 

Informant also made available oh the same date 
a mimeographed reproduction of Exefeutive "Order Number 
■ IO479, establishing the Government Contract Committee, as 
copied verbatum, by HORACE. SHERMAN. MILLER*. In addition to 
this Executive Order were also the" coirments allegedly 
attributed to -HORACE SHERMAN MILLER that this Executive 
Order tranpled upon the, sovereignty of every state- as it 
violated state rights, .state and local statute's, discrim- 
inates against .all United St.at'es born citizens., and 
violates, the Constiitutipn .of the United States* It 
further alleged that the' Executive Order- f avors minority 
groups at the expense of the United States birthed citizenry* 
Thas p&mphlet also solicited subscriptions to' "The Political 
^ r £ e P or fcer tt and stated for free copies of the above Executive 
\T /Order,- -write HORACE SHERM_wm___LER, 1401 North 13th Street*' 
(y.Wacoj Texas * i\ ....--» 
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Informant advised that this .and similar propaganda 
was being mailed by SHERRILL to persons all over the -United' 
States*,, 

On June 7, 1954, T-l made available another 
series of mimeographed material .prepared by Mo Bo SHERRILL 
^Ihaj,^^ Jj£ing_disJ;;^^^ 
Among this- material .was a; letter captioned "Dear Fellow 
Southerners" which was a further tirade- against northern 
interference with the racial problems of the- South o If" 
accused the Democratic Party" of .being captured' by (the 
Communists , radicals and liberals , and then stirred up 
racial distrust and created revolutionary state, .of. mind in 
the ^niggers" j.dn furtherance of STALIin.s plan, to create 
revolution .in the Souibtu 

■ It further condemned the United States- Supreme 

•Court .as a 'toine niaja body of super , lawmakers o" It alleged 
that the only .hope of the South' was to organize and pre- 
vent the Negro of the. South from being "brain' washed 1 by 
the Jankee. troublemakers and ConmunistSo" It stated that 
by .retaining segregation,, the South, could be Assured of 
safety for the white- -people, -and only by segregation* 

A second item in« this group was a mimeographed 
letter captioned "The' Pro-Southerners an All. Southern ' 
Led Organization for Southerners*" "It, too, solicited 
membership in- the Pro-Southerners and criticized, the 
Supreme. Court arid- the .Federal. Government' for interfering 
in. the racial problems in the Souths It urged that the. 
problem not be le.ft to the politicians, as some had- 
already ..admitted defea> - and should be replaced, "with 
•sound 'thinking men* It 'solicited the people to -write 
SHERRILL for information and help in organizing local 
groups., of the Pro-Southerners o On the reverse side of 
this paper was a mimeographed copy of what' purported to- 
be a report that.=would be required of all employers in 
the event, that the FEPC were passed* 

. , , Another piece of this propaganda was a mi'meo- 1 
graphed sheet purporting .to he the front, copy of -the 
March 1,-, 1954, issue of^he Political Reporter" - This 
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carried an article entitled ?»White Labor in America- Gets- 
a Slam in the Teeth." It announced that President 
EISENHOWER Had appointed .Jo w| WIEKINS, a Chicago, Illinois-, 
"nigger" and lawyer, to t.he posij of Assistant Secretary of 
Labor© Included also on this .page was a cartoon repre- 
senting a Negro- stating, "lb* getting betta, Brudder Ike"- 
aftd.the.n, .wi th- a character- identified as "Ike" say-ing 



~!'Sho am." On the reverse, side of this sheet were" several 
antirNegro articles-. • 1 

• Another mimeographed sheet that was included 

vwith these papers carried an item entitled "Why Should 
White Americans Stand Still.". This "was a -continuation of 
a tirade against the Negro and lauded the* Ku -Klux Klan 
for having;. reestablished white .supremacy following "the" 
Oiyil War* The article quoted the author BOB CURRIE, P.O 
f ox 1&.9 Parson Pity, as* stating that .he would personally 
like to see -the- £u -Klux Klan ride- again In every city, ' 
.town,, and hamlet, in America and would also like to see 
=a new political party established dedicated to- white ' 
supremacy* -ffhe reverse, side of this, sheet carried 
additional quotations ftf'ora various people regarding the, 
-race problem. It was- captioned '^Pointed Paragraph's from 
■Those Who Kno w^^nd quoted. anti-Negro remarks- made 'by 
Miss MARILYN R^rALXEN, author of »Alien 'Minorities and 
MongrelizationV Salt/Xake City, Utah; ALTON THATCHER, 
S™S2i5'» ^ isso ^i> BpBTJURRIE, Carson City *j Nevada? jh, 
BICjC-I&T, Marion, South Carolina |m FRANCIS m4*$cHALE, 
Jacksonville, ^Florida] .Dr. T.. RTj^WTGOMERY^Memphis ,• 
,fenessge 5. HORACE-SHERMAN /MILLER, Waco, Texas $ Mrs.. - 
JESSirjENKINSj'-Qqlitobud, Georgia} HARRX WILLIAM PILE, 
tyanphis, Tennessee, and M'.. B. SHERRILL, Ft. Pierce, 
Florida. * ■ ' . - '■" ? * 

■ .Informant .also 1 made available along with this 
^material, a printed foril- of .a poem entitled v, «.The White 
lfan«is Burden" by QLIVERfaSSGSTOEM. /t/ ^jyO C.t " 

-,. ,.*.,. 0n June - 9 > 19 ^» Miami informant T-4, of known ' 
reliability, made available .copies -of material he had 
received from M, B. SHERRILL .relating to- the Pro- 
Southerners. This" material contained mimeographed 
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* literature previously referred to captioned "Why Should 
Americans. Stand Still," copy of FEPC report, reprint from 
the 'Was©- Citizen"", "The Pro-Southerners— What 'they Stand 
For" Snd,the open letter captioned '.'Dear Fellow Southerners*. 

In addition thereto informant made available a. 
— — mimeogra-phedHteaflet^capti^ 

This leaflet stated that -ori March 22, 1929, LEON TROTSKY' 
was refused political, asylum in Germany, hut now he would 
be welcome there d It set forth that the Government of 
West .Qermany has invited Ariti -Deformation league bigwigs 
tp investigate the status' of Civil Service, It stated 
* that .ho doubt tbese Jewish. HITLERS will put all whit ,e 
Acyan citizens in concentration- camps » It stat.ed"that the^ 
Deep South and Deep West are afraid of -being enslaved' by 
'the Africans- and -fine Asians i- 

* „ 

•It stated that Republicans and Democrats, 
politically., speaking., are. all members' of their, Democrazy 
politics.. It 'accused the politicians of -enacting laws * 
that, take- away more and more from the citizens of .the- 
United States and build up prosperity for- the "wandering 
.J<?w-"'<, This.- leaflet" 'bore- tHe typewritten name of HORACE, 
SHERMAN. MILLER; I&Ol 13 th Street, Waco-, Texas,, and the 

[/ stamped imprint of Mo Bo SHERRILL, B 0.o Box 1071. Ft* 

^ Pierce y Florida* V'" f \ 

• On .June. 23.,. 195A-, T-l made available a mimed- 
graphed letter cap^io^ed. "From thd- Dgsk-of -M. .5* SHERRILL, 
Pro-S.outherners.1s 'which accus.ed the .press of brain washing 
the- public regarding-, .Commuriism and the -mixing 6f : the 
races in. the Sqiftho It "solicited the organizing, of the 
white people of^the . South into one .organization to fight 
the present issues of tlie South, mostly the segregation 
problem^ It stated that if 'you yere for segregation,, you 
belonged to the Pro-Sputherhers , and'' 'if you were against 
it, you should join the NAACP or the Anti-Deformation 
league* It further point ed out that refusal to take a 
stand supported the "Red plan", which is- to force non- 
segregation'upon the South o 
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It further .alleged that already Congressman, 
MULTBR, "a New York *3ew, : M was "demanding that all persons* 
classed as bigots (meaning those- who won^t accept fixing) 
should have the' rights of the- wails denied to them-i Jt 
.further alleged that a movement was oh foot to ha-ye 'all, 
-sjich people, termed subversive,* * It* stated that, e,yery effort 
was /bein g .made; to' strangle-, the, white southern people-.an' d 
keep' them from- defending their "constitutional riot's* "' 
It stated that no? the time has. cpae to be* counted in the 
^South; and that the .South lias little, time in .wh'ichto 
defend its const itutionar rights ? , 

On JujLy 19^ 1954, X-i made available a letter' 
%imeograjhed" on the letterhead* of the. Pro-Southerners, 
captioned. tt De s ar' .Southerner.^; T-his "letter was "over the 
typewritten- name of M* BX SHEERILL' .and ;al^d that there 
was- a vast .amount of whi£e* people -who, had -been brain* , 
washed to let the Negroes-, the rac,e. -mixers , and the 
Communists kick them 'in the teeth and not resent iW It • 
alleged .that ^th'ey 46 npt bb^ecifc to the Supreme Court 
.makirig illegal jlatfs to force race mixirig, nbr'do they 
object to the^NAACB demanding* employers hire' Negro labor 
even, if they lack, the skill: 'to earn- J;heir "way " ^The 
letter was another solicitation .forf membership in : the 
'Pro-Southerners • r ' ' " -, *" 

On the. reverse side 'was- mimeographed, (Statistics* - 
allegedly .taken from FBI records- Relating to drime 
statistics iiidiaating the* large 'percentage of-jNegroes * 
-arrested, for various % typ,e- -crimes; It set/ forth that; the 
.Negro population of .approximately -ten. .per cent* ,of -fche 
•United** St ate.s would create an -appalling cohditiqn th£t 
the ;white children, wduld" face if they are forced* t<v. "* 
attend schools /.churches,,, or iOther* public places .where 
race mixing would preyai'lo " It further set forth that' the* 
whites 9 whose moral conduct is fiar above- the -Negro, race/ 
could, hob mix .with an almost -savage -race" ahd hot be .confer- ' 
contaminated to some extents * 

-,0n July 21 $ 1954 $ . T-l made available, a legal 
-size mimeographed .sheet captioned *?!Fhe Universal Jewish 
Encyclopedia, "1942" Edition* n This encyclopedia was 
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■allegedly compiled in accordance with the provisions of the 
.United State's Work Ero-jects Administration-, Project ,No. - 
4'65r97«?39o This mimeographed sheet quoted allegedly- fran 
-the abqye captioned encyclopedia , page' 479« which gave, a 
history of the Ku Klux Klan .in the United .States, setting 
forth investigation of the Klan -by the Dies Committee. . 

--^ollowing^he^exerpts^wer'e-.xb^ ^.^._« ^ 

criticism of the Klan was biased and- that the- investigation. . 
conducted by the- Dies- Committee, was. riot complete, ,bu& in 
many instance's . depended on -indirect testimony covering -the. ' 
perio'd up to. 1939 • This analysis of "the -article bore the ^ 
•typewritten* .name of .HORACE SHERMAN MILLER-^waco , Texas.' /"^ 
"Informant advised, that he had received this mimepgraphed 
.sheet from M« JB. SHERRILL, Pro-Southerners . - 

.On. August ,16, 1954 » £*1 .made .available a mimeor 
graphed .leaflet, advertising "The 'Political' Reporter" which 
•he. had received from Mo B. SHERRILL. On the reverse* side" 
of this was" a. reprint of a poem, from Page 155 of "Alien 
Minorities- and Morigrelization" by' MARILIN R. ALLEN, 
entitled "Ride Clansman Ride.S.", This -poem lauded the forma- s 
tioh of the Ku .Klux Klan to save the South and urged that 
the: Klansmen .ride again to redeem the 'manhood -.qf the race. 

On August 36., l954r'T-i advised .that .he had , 
received inf ormatioh from ..SHERRILL that •SHERRILL had 
dispatched '.over 4^73 letters disseminating'. the above typ'e 
.propaganda throughout the states of Florida, Georgia g 
Worth Carolina, South Carolina," West .Virginia , and' 
Virginia. Informant stated 'that SHERRlHTclaimed: that 
the. Pro-Southerners was not a money-making scheme^ but 
was created to •wake" up and educate the white peo.pls to 
the Negro danger so that they could sign and mail letters- 1 • 
and petitions' to State and federal .officials that -would- 
be furnished them -by the- Pro -Southerners organization.. • 

On September S, 1954 » T~L made available -a 
copy of the August, 1954', issue of '"The American 
Nationalists which he had -received fromsM. BJ» SHERRILL. 
'This issue of "The American Nationalist 'MiSas a four- 
page lithographed tabloid, published bv' ?*Phel^ eHjg_an •^ ,T ' - 
NatiojjaJLJst", Box ^Ol^Sglewood^ • Ca lif ornl atrb^ RANK *k/^rt-H- dw\- - 
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L. BRITTON, Editor; The tabloid was demoted .exclusively 
,to an'ti -Negro and anti-Jewish propaganda, including photo- 
graphs of alleged race mixing" in Los- Angeles*- California,, 
among the student body, of the tax supported Los- Angeles ' 
.City College* . ' ' 



— — » ==«Ihformariii^al : so~made~ava^^ 

•tract published by. "The, American. Nationalist" -which was 
also devoted to mongrelizat'ion issues This tract "set 
•foi$h pictures alleging "interracial friendship: bet ween- 
the ^ races, interracial" marriage-, .interracial love, inter- 
racial society, and interracial movies*- This- tract alpo 
bore the rubber stamp of 'the Pr'o-Southerhetfs , PoO* .Box 
1071, Fto Pierce, *Florida, 

On September 8; 1954, T«l also made available' 
•a printed petition .captioned. .^Declaration of Independence - 
from- the United. Nations" which he. had received from. 
.SHERRILLo This petition carried the following quotation ' 
above £he space provided for the signers thereof -8 "I. 
hereby declare ."my independence, of the United Nations and. 
all its agents and agencies*, lam here and now but-.' of ito. 
Iwill. never recognize its authorities ,5 never bow He its 
powers I -will never sertfe un^er i-fcs flag '.or any flag but 
'Old Glory, 1 3iold that any American citizen who .gives 
[allegiance s to the ,United ^Nations.,' i!sf a trait,or to- this" • 
sovereign republic,, whose authority is' and! must remain 
supreme and 'undivided 'over all things. Americans I urge 
all of my Jellow Ameribans to shew' their' loyalty to the ' 
Constitution of the United States^ by joining me in. this, 
declaration »". " 

This 1 -petition carries- the not at ion, '-"This, 
petition .printed by Williams Publications', Box 868,- 
Santa Ana, California *-« Oh the reverse side of this 
was the .stamped impression, "Pro-Southerners , 'Post" " 
Office Box 1071, Ebs Pierce.* Florida-,* " " " . 

,0h September 8, 1954, T-l. made available, a 
-pamphlet consisting .of eight' printed pages "entitled 
"Abolish, the United .Nations"? Th|is pamphlet s.et. forth 
various reasons why the United Nations should "be abolished 
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and stunroar.ised.the materials set forth therein as* follows*: 
"♦They have so exploited, the -knaves and the fools among 
our statesmen that in effe.ct, they have made successful 
a complete' act of treason against the* Constitution, the 
flagj the armed forces.,, our tradition, our religion, our 
racial integrity, our national and 1 state .sovereignty,- 
our indep endence 'and our Christian civi liza ti^ufl' ^ 



XT 



VIII * RELATIONSHIP" BETWEEN PRO-SOUTHERNERS 
- " AND' THE KU KLUX 'KLAN 

On 'May 27 $ 1954? ^1 advised that/Mo Bo SHERffiiL-, 
the Seciretary-Manager * of the Pro-Southerner^ y was at f ormer: 
member of the Kii KLu* Klan,/ having firs£ joined .when tie.^was' 
a resident of the* State . of Te^as and only <X7/ years, of: age , 
Jn'fqimant advised that SHERRILL continually* made reference 
to, .his previous Klan, activities and stated/Zthat* he had had 
a falling out "with- BILL HENDR3X w&en they Mrer.e -both members* 
of the Southern Knights, of 4 the JKu Klux Klaiu 

.Informant advised that SHERRI|£ ' had tolxi' him 
during May >'^Jfci\ to forget, atout BIE6»HSNDRIZ, ATffl i U CTS-, 
and CHARLII3$nmER,~ .all former membersXof the Southern * 
Knights of t&e Kul^lux^Kla n* a^ they had helped HENDRir 
organize the Negr<5 Klan ih ^lorida tf Alabama ? ' and fie .o^gia-6. 
During his comments,, SHERRlEL 'stated he had received 
inf 6ra ation from* headquarters to* the effect that .these 
men were not recognized' as Klansmen'by anyone o Informant 
interpreted SHERRILL ?s, remark as .to tt h§ad quarters" as 
indicating that SHERRILL was under the direct control of 
a Klan organization He stated that at the same time 
SHERRILL made the remark that,,, "We have the only Klan 
organization in Florida<> We .'are proud'. of the success ^ 
we have made in the, past and .the future success' .j*;e will . 
make by .preaching what we practice <>" SHERRILL als.o told 
informant that~Bl£L HENDRIX was a "liar" when he publicly 
announced in the ^Miami "Herald" that there ,was no Klan 
.in the State of* Florida o 
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Informant advised, also that ,it was, SHEBRIELis 
plan to re-form the Klan under the hewAiame and "to dispense 
•with public, meetings and raids He a3so had indicated to 
informant that he had. received a -mailing list 'of' former. 
Klan members from WILLIAM J-» GRIFFIN, Tampa, Florida, .which 
would be .used to solicit members for the 1 Pro-Southerners 9 



•On May 27', 1954, T«?l advised that' SHERRILI^haa^^lr-" 
been in communication with. J ? TMyfoftTg ES , * 404 West Flagler'. ri^> 
Dijive, West Palm Beach, ' whom' he indicated was a former member' 
of the,- Klan . SHERRILL als,o indicated that his present 
plan's were to organize as quickly and as safely as" < 
possible,, ' ^ 

~. On June 7, 1954? SHEHRTLL advised informant 
that. tt wet» would work underground until «the time '.was ripe- 
for tt us" to come to lights He. stated that wheri.fhe member- 
ship was. big enough, they would let. "thfem selves be known© 
He also, stated that his orgahiaat ion would work within the' 
law so as not to attract 'attention - 'to the .organ izati on » ' ' 

. 'Oh- June l£, "1954 9 T-l advised that Mo B-o SHERRILL*, 
who had been appointed .Grand Titan of the Southern Portion 
of Florida, by WILLIAM .J „ GRIFFIN, organiser' of the -Associa-* 
tioh of Florida Klans, July, 1953; indicated that the Pro-" 
Sbutherners would, be used' to -rally the pub lie ' around the - 
.segregation issue -and frcm the ranks of this organization", 
select .persons would be invited tio -become members of the 
.Klano ' ' ' 

1 

»Qn June Id, .1,954-, T-l advised, that M» B'<> .SHBRRILL 
.stated that he. had not' heard fr<om- WILLIAM J'*. GRIFFIN sine'e 
"the previous ' Saturday -night $ hut that he understood that 
he was out of the state for a few days., :He also advised 
informant that GRIFFIN would not give the Pro- Southerners 
many names , if any-j to- soiici-t membership in the" Ero- 
Southerners as it wbu'ld take .the -cream from" the ""father" 
organization, which, he.,. .GRIFFIN, was -welding- together*, 
On this occasion, .SHERRILL- also indicated to informant 
that the Pro-Southerners* could not be picking here and- 
there for members, but must have a majority pf 'all white 
people to .show their strength- and that later this organization 
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would be a power in politics and would send their own men 
and women to state and Federal offices* 

On June 21, 1954, T-I advised that Mo Bo SHERRILL 
— — had^ajsured him that WILLIAM J 8 . GRIFFIN was a solid 100 
per cent a merica"n7-forrseg-regatlon!. ? .jwh&_e supremacy-, and 

the white races o SHERRILL stated that GRlFFiN~ha-d-nc~ 

connections with BILL HENDREC and the Southern 'Knights of 
the Ku Klux Klan, who had caused trouble in every state 
and county and had Jews working with him« SHERRILL also 
advised that GRIFFIN still would not supply any names of 
people to be solicited as members of the Pro-Southerners* 
as he did not like the idea of giving the names of* members 
of any organization to anyone although this matter would 
be discussed by the Grand Dragon at the next state meeting, 
which was scheduled for the first week in Julyo On this ' 
occasion, SHERRILL also advised informant that the Pro- 
Southerners wanted white men and women "who believe in 
white supremacy- segregation, and a white Christian 
Amerida, and all other whites can go over to the »ni 



'niggers 



n 



On June 21, <U}5k«J£~>3 made available a letter ,, , ) „ „ 
from SHERRILL to Oo ESTSMOTT on the reverse side «** A/0 A-»* J 
mimeographed sheet captioned "Frcm the Desk of Mo B « 
SHERRILL , Secret ary -Manager ," Pro-Southerners o tt This 
handwritten letter of SHERRILL *s reads" as follows? 

tt .We need 'ersrery white man and woman to work 
and spread the truth on segregation and white 
supremacy o Get every man or woman possible. who 
believes as we do td send in or sign up names 
and address (mail addresses) with you— tell them 
that the time is short and we must win this time-- 
to prevent revolution and bloodshed laterr-we 
are not going to take the decision of nine 
appointed Communists appointed by the traitor 
, presidents to give this white" country to the Jews 
yyt. and niggers* Write for more materials and work 
\ t \ t for the race of America— have everyone helping „ 
/.* "Sincerely, 

Mo Bo SHERRILL, P0O0 Box 1071, 
Fto Pierce-, Florida" 
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.This .letter is being retained in the files- q? the. 
Miami Office, " - 

On June 28*. 1954* T-4„advised that WILLIM J. • ' 
--~GRIFFM-,^theJ3r^dJ3ragon of the Association of Florida 
Klans.,. was planning. to ^Te^M^^Bo-SHERRIIIt^.of_Ft\ > Pierce,- 

Florida^ an important post in the Association •of~FIoj?ia'&"~" u - 

Klahs- arid indicated that this position might possibly be 
Titan in Charge of Klan Activities on the southeast coast 
,of Florida. 

• ^0n July 21 j 1954, T~l advised that he had received 
information that GRIFFIN had appointed. M* B o .SffiBR'RILL as 
Grand Titan of the ..southern- part of Florida, covering the 
East Coast from Sto- Augustine to Key We"st , Florida* 

• On the same dajbe, T-l- made available' a "mimeographed 
sheet, which was. allegedly a reproduction .of information 
contained an the ^universal- Jewish : Encyclopedia'.V"v*hich 
has previously been referred -to .in this report* *his 
reproduction was- devoted entirely to the history of -the. ." 
Klan. and to subsequent congressional investigation as 
related in the njjniver sal Jewish- Encyclppedia^o.' In 
addition- to this , there were conmen^s" made concerning this 
article by HORACE SHERMAH.MILLERor This mimeographed sheet 
was distributed by SHERRILL. as one of the pieces of J 
propaganda disseminated by the Pro-Southerners » 

On August 10-, 1954-» T-l advised that SHERRILL, 
had stated that any former member of the. Klan- eouM 
fcec.ome affiliated with the Pro-Southerners by .paying ' 
only quarterly dues of $1„50,- but 5 that new- members would 
be charged an initiation fee of #5* On this occasion, 
informant advised that- he was not positive that the remark 
made by SHERRILL related' to the initiation of members into 
the Pro-Southerners or into the Association of Florida 
Klans-o. Informant -advised that since SHERRILL "had been 
appointed Grand Titan of the. Association of Florida Kl.ans, 
it' is hard to distinguish which organization he refers to 
in conversation. Informant also advised that 'he is' now of 
the- opinion that since SHERRILL has been appointed to an 
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official position in the Association of Florida; Kiaris that 
the* Pro-Southerners, will become only a paper organization 
and the membership list used to. disseminate/ propaganda of; 
a* white supremacy and anti~Jewish nature o 



,. , ,. .On September 27 , 1954>- T~l advised that J3» Po 

4 ^S£RQN&^ a~resid<mfc-^^^ 

Jptates .Rights , Inco g had written a letter to^Mo B* SHERRILL 
of- Fb-o fierce j Florida., inquiring as to the ' possibility 
of organizing »a klavern of -the Association pf Florida 
^lans in the Miami area Informant advised that: the 
Florida States >R ightSf Ingj> « was an organization, Chartered, 
>n Augustus/ ±9ffi^zffl£mlfi Florida, for the purpose: of • 
protecting* st.at.e rights and to" oppose rion«segregation in 
the public schools* * •' 

* On,. November 2 r 1954 $ M advised' that SHERRILL 
had stated, that 'they "were jiow: .getting .the people' together ,„ 
iri', other states and "that this tame would not "be sold* out 
but would merge together iri one national strong org§niza~ 
tion SHEREELIi,alsb^stated- that any'Klan Qther than* the 
.Association of Florida Klai^s was a fake Klan as the re t al 
heads* of* the* original, Klan had met the previous week and, 
.had had .an eyewitness who ki^ew Jbiovr they M& Wen* double 
. crossed and how it was being done even now* SHERIfrLL- 
poihted out that th^i 'Association of Florida. RlLaxik 'was* -the 
real original jSlan for- taen and women to join V"ho needed 
the advipe <and training supplied by tfie Klaru 

On November 3*. 195.4? T^l advised that SHERRILL 
had cautioned that they shopld n keep quiet about any . 
national Klans^j' but answer any inquiries by saying, , 
n We are itov n He stated, that no records would be .kept 
and there could never be any trouble, from names, and* 
records o . Informant advised again that from -c6nvers£t£pir 
of SHERRILL, it 'was .impossible to determine whether or 
not- his references to* ""we" .referred to the Pros-Southerners 
o,f to the Association of Florida Klans 

On Noyember 16« 19-54, T-l made available a 
.letter from M* Bo SHERRILIi, which was written on the 
letterhead of the Pro-Southerner s '^his letter iri- part 
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stated that the "old outfit* has becpme actiye. and that 
the Jew and Communist controlled Atlanta hunch (Association 
J. of GeQffgia-Klans uncler control of SM^S&PER- and CHARLg 
4®ffil is on the run<> ?he letter further stated that the 
Naew plan with the old organisation will clean out the 
Communists and Jews and ^the n niggers w for all time to come o 

It st ated that men w ere needed in every county in the Unite d 

'Stateso 

The letter father stated that n we" had a nice 
.meeting in Paybona Beach 'three weeks ago $ where touch 
constructive work is being* done * 'It further stated that 
every white man is a prospect and that many who before A 
could not become members could irow 1 join and if they 
failed to liye up to the standards required^ they would 
be expelled o 

It also stated that young teen'agers were now 
acceptable provided an older one vouches for thenu In 
elaborating on the new .plan^ the letter stated that it . 
covered evexy possible thought and condition and touches 
every person in America* 

The letter continued , stating that history is 
now being mkde and that men participating in this move~ 
ment will be heroes ttithin. wo years .as they will have 
helped t,o make plans becpme a reality and America will 
be saved for the white face* This .letter is 'being 
retained in the* file's of $ke Miami Office $ 

\0p. November. l3, 195£* Miami 1 informant 'T-5.> of 
known re liaMl^ity-y^made^ .available' a letter datedt 
October 22, 19Sk * from ;HARRT WILLIAM PY-LE, M emphis-, 
Tennessee, to MrJ l I * Dallas $ 



Texas o Tnform ap£ ariv'>k ga^hbat -hhis letteFli aci apparently 

been written to| my PYLE after I l had answered 

ah ad which had oeen placed in the Fort Worth "Star . 



ho 
b7C 



placed in the Fort Worth tf £tar , 

Telegram!** on Sunday * Juiie 27> 1954$ which read as follows^ 
".White people of "America, if you believe- in and want to 
keep white supremacy ? segregation and our American way 
of life, write Pro~SoutHeri}ers, PoO Q Box 1071, Fto 
Pierce^ Florida-o 1 * 
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r This lett.er st ated tha t "Brother" HORACE&CCLER,- 
6£ Waco, 'gexa&y hitcl sent l P s letter of the 19th to 

PILE with th e reques t that FXLB supply the inf oamati'on 




requested byl | o The letter further stated that he 

that ine information furnished jrrould encourage 
] to get into the mood to join and help tt us ,T save 



this natiQn.frpm .th^'NegroetSy, _Zionisfa.-Coimnunists 



-b6 

b7C 



, The entire letter was devoted to explanations 

to I I giving details relating, to the Knights of the 

Kuklos Klan, which it distinguished as a separate, prgani- 
zation .from the Knights of .the Ku' Klux Klan of Atlanta^ 
Georgia* The letter stated that the "Knights of the Kuklos, 
Klan was *f rom the* original NATHAN- BEDFORD FORREST §lan 
and that its plans /purposes § and initiations were 'based 
upon what took place before IS67 and during the reconstruct 
tion period o The letter stated that w we n ' do. not accept 
Catholics,* not because of their religious belief s\ but 
because "^owr" initiation work cannot "be accepted by their 
.church.0 It 'further stated that n we do jibt and will nob 
.fight white Catholics <> n ' 

The- letter , explained that anyone over 18 years* 
of age was eligible for membership, but that they pre-' 
f erred* that ' the ones between 1$ and 20 be above average 
in their- "thinking n o It further Stated that later -the 
group from 1 .13 to. 20 would be placed in. a separate .unit 
under the local Exalted Cyclops o" It stated that, the' 
obligations that must be : assumed, could be determined from 
the enclosed" pamphlet, setting forth the objectives of the 
"Klafto .In short,, the' letter stated that a person would have 
, to take an o.ath. to uphold the "United States, its flag, and 
to- protect the white or "Aryan woman hoqd and children * 
also help retain white supremacy and to woffc to retain 
segregation*, not just in the schools, but in all public 
and social gatherings * * * « 

.The letter stated that the obligations also 
called for an oath that the applicant will fight against 
Communism and the* many Red fronts o The letter explained 
that as "to obligating, oneself to observe the rules., laws,, 
and edicts of the organization, that this was no more thai 
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was required by ail organizations which receive pledges*' 
that its members will uphold' their- laws, and regulations o 

It further ppifcted out that these laws and 
regulations, would not be made kaown until the applicant 
was initiated into the org anization _ The^ lptt„e.3i_.ppintedL_^__ 
" outy however J "t&at the enclosed material concerning the 
Kuklos Klan stipulated that .members, must stand, for jLaw 
and order * therefore*, an applicant would shot take an oath 
-to -uphold uhlawful acts<> . * 

The letter furthfer pointed out that as to the 
edicts, the 'organization depended upon its Gjband -Dragon 
and i'tg local Exalted Cyclops to carry 'out the wprk and 
try to do all that was Legally possible to retain white 
supremacy and upbuilding of the* K^Lansman>s oppqrtunxties,>. 
It stated it would be the- members duty to follow his 
instructions or- edicts. -so -as to make the local a success- 
and doing so, promote the welfare of- the Klansnieno '. 

- 3Jhe letter stated" that the Grand Dragon, x>r 
his Exalted Cyblops will not. order a member to* go' and 
beat up some female or male , who has been "caurgrb in the 
wrong bedo ,! It further stated that no member would be 
ordered to 40: any illegal acto :0n the conbifrary,, it stated 
that he might ask a member to help and A? more '.than' likely $ 
will demand that he help the law enforcement officials to 
keep order and peace in the community *■ It also pointed 
.out that the- membeKmight 'be requested td'help get 
Elansmen intp public, office Q£ to get those kho; stood for 
Americanism into office o ' ' *• 

v * r 

Iii summing up thd. letter $ BYL'E' stated as follows;*. 
",The Knights p£ th§ Kuklos JClan works* *to teach the value, 
of the white races, help it to retain* its rights 9 and to' . 
support all \fhite rule- and to. retain segregation in- all 
things and to stop* Communism from taking over, ,and to do 
it + all in a legal way u *"".'. * 

"This letter was on the letterhead of' the Pro- 
Southerners, which identified *HABRX 'WIHiI-AM PYIE,., the 
signer of, the letter, as- the Board Chairman of the Advisory 
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Board of the Pro-Southerners The envelope ±n which this 
letter was dispatched, bore the ,return address of the - 
"Political Reporter*, 3^01 South Lloyd Circle 9 Memphis $ 
Tennessee ^ 

T~5 also made available a letter written on the 
JLetterhead.of the P ro-Sou therners y , dated Nov ember 10 ? 



1954*9 bearing the written signat ure of Mj Bo SHBRRIEL. * 
This lett er was addressed to Mr<> I I 

I |f 'Dallas, .Texas ? The letter started of f>tfith the 

salutation, "Dear Brother Americano" ' 



The letter stated that SHERRI%1iad just received 



? s letter about the city police taking a part 
for the. Jews and the "niggerstt^the Communist Party and 
the traitors oi America Following thf^ was a tirade 
against the two city policemen referred to, alleging that 
they were controlled by the "niggers" and the Jews' of 
Amei&ca, who 'were* "the Communist Party in the United States c 
It alleged that the "niggers ** and Jews would, after taking 
pver the country, either shoot or put the white people in' 
concentration' camps-, several of which it stated were 
already prepared for white American citizens who dared to 
stand up for their homes and their families <> 

The letter further stated that the last three 
wars have ;been. fought for foreign powers under Jewish 
control, with the "niggers" back at the base of 1 operation 
loading and unloading stamps and working in, the warehouses 
while- -"our best sons" were a/t the front being killed, 
wounded, or captured* It stated this was slowly taking 
the best young men while the Jews and "niggers" were pro- 
tected to fight, murder, and rape the weaker ones left 
•home* It stated that the few that were left at home' 
that would come to the' aid of their country, were 
threatened by the police and other elected and appointed 
officials while' they, themselves $ get ho protection for 
the money paid in taxes, whereas the Jews and Negroes 
use the police to protect themselves*, 

.It stated -that the Jews and traitors who had 
been run out of- every country in the world will be thrown 
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out of America and that the' white Americans who 1 founded 
andftAght and Jyledr for its- veiy life, will .be again hold- 
ing the flag of liberty arid freedom and thanking God for 
the opportunity to hare fought far their country and 
sayed it from the traitors who would rape and murder and 
destroy the entire white rae,e of the world* 



•T-5 also made available a letter over the* signa~ 
ture of Mo B-. SHERRILL, written on the letterhead of the 
Pro^SbuthgTOergi dated November 10? 1954* addressed 'to 
Mro L. Dallas, Texas Above 



the name* was. typewritten this note : "Later- ^h the nigftt *> * 
♦After midnight and borne thought « u - 1 V/s. . 

The- letter opened with the .staterasnt that 
SHERRILL had received two letters from two other- boys' ,or , 
men in Dallas, and "had been looking thera over<> He- stated 
that the young men had cane through much better than the* 
preachers and teachers that have been "as king * for informa- 
tion* He stated, that to date only two* preachers haci 
come, throu^i and proven worthwhile and that neither of 
these were, from Texas<> The'letter lamented the' fact that*-, 
at- least one white preacher had not taken. up,. the banner of 
white supremacy and segregation tb preserve the American " 
way of life in Texas 

It further stated that some college boys, whom 
,he identified as Communists or dupes, had been sent to 
SHERRILL to get information on him and that he later 
learned that the- information and literature, he ha.d given 
them was used and discussed in classes arid that ways and* 
, means were discussed as to *ho,w to- *shut me jipv n This* 
letter stated that, this was impossible unless tt they killed 
•me J* 4 ' , • " 

,The letter further stated that '.every white inan ? s 
organization that was. a white man*-*s organization was with 
them, but still tfrey had traitors iii -white organizations 
.and in all jralks of life> In this letter SHERRILL claimed 
that he had many ways of detecting these traitors arid 
often found -thfem listed as "members in the Communist organi- 
zations * SHERRILL claimed also that he tfas on the Board 
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of directors and was Vice-President arid held; other off ices* 
in several real white organizations * arid -that *he/ hoped .some*- 
day to "be able -to take all young, men into* an organization" 
that will control, the white raqe and their future for ali ' 
time to come« ' 



■*- - T^he- letter ^str^ed^!l&-o^]at ' — - -'-* - 



and -that, only Wo years remained to complete work arid 

save America for th<=> white race* The fetter also encouraged' 

the young afeij- to think for t hoa selves^ ^but thdt th'ere were r 

some white- iaen v/ho' -did not see. -the important things that l • 

needed to be done, and are a must if n we* are to sur.viye s 

the traitors in. power in all" the" states and in* Washing-tori .0. " 



*SHERRIIIi»s letter also warned I I riot to .be be 

ponfused by the Jew' cdntrM-l^drffeianta* bunchy whb'\bro'ke, * * ; " b7 
,up the old Elaa-aIra-i:ris*^lled , traitors in -the' official ' -* 

positions of -the national and state organizati&ns'o "The ■ - 
letter stated that 'this group \jas< now b.eing crusted qhd . 
.would soon riot, be represented, iri a single county^ ^This 
letter,, .though typewritten 9 *ras signed Mi B^SHBRRILX^ 

/On November 22, l95^ 9 T~l advised that ."M« 'B'* 
•SHEHRIEL- was distributing ;a new form of application for 
membership- in the Klan Informant advised " that this ■' 
mimeographed application is -captioned" 'Knights of iihe 
Kuklos Klans, A Frate'rnal-«Politi.cai Association <,".- 
Immediately under the- caption is .a freehand. sketch of . 

the mask used by the .Klah with the typewritten word to* . ' • 
the left '"Frater-riity" .and to the right ftPolitieal":* ' 
Below the mask is the following-? «1^67; V * <,■ <, o;o*N<>Bo#. 
o . , 0. 1953'o n Below this appears the" following -state- 
ments - * • " . „■ 



"£f you- belieye'.- in wh^e^up^acyT^enTou- - 
belong,, -If you "believe-In segregation of *he 
race.s, "then you be.ldngo If you belieye in- 
states rights, then you belong, 'If you belieye . . 
that the inajortiy should rule' America 3 then ybii 
belong* If you believe in law and' -order « then, 
you belong* If you ' belieye .in' iihe* .iftryan gentile 
Clanishness , then you belongs • If' you believe; in 
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"perpetuation of the Aryans, then you belong 6 

If jjou believe in protecting the A^yan w>man- ' ■ 

hood and chilfcen,. then you belbngo If you 

believe . in' the United States and its- flag, 

theri- you belong© If y6u believe in all of 

the above and' are absolutely' opposed to any form 

.^___^ofUQommuhism,^M3rxism^ ■*-* — — — - — • — 

Socialism , 'Fabiriism, Stalinism , Internatio,nal- 
ism, or One Worldism arid belong to~ the* Aryan 
.race,* then you can 'beldng and not otherwise** 1, 

JEolldwisig this wad the statement ,~ ^The. Knights 
.of the- Kuklos Klaris £s the dnswer to racial minorities <> ' 
It is the American white race at worki Those initiated 
into the mysteries o£ the divisible empire of the Knights 
of the Kuklos Klan know the *valuq odC the American citizen- - 
ship and the advantages of white supremacy «," 

following this wad a* solicitation to anyone whp 
coultt subscribe wholly to the above and who was of good 
moral background' to use* the application blank on -the 
reverse side,, forward it to the Imperial Dragon ? 

The application blank d t n the- reverse side was. 
a form setting forth spaces for various' background d-nf or-* 
mation of the applicant o Irtoediately above the space for 
the. applicant to sign was tlie f billing questions "Are 
you. willing'- to observe* all the' rip.es, laws, and- edicts of- 
the. Grand Dragon, 'the Exalted Cyclops 'under him, and *the - 
Kakhans^ tt r '' 

It should be noted that on this application form 
the .local klaverh was "referred to as the local ^kavern 1 ?^ 
1^ is unknown* whether' this is a misprint 6r a new designa- 
tion for the new klaverhso 

^Informant also advised that SHERRILL had stated 
that the. initiation fee fortr the Knights of this Kyklos Klan - 
is $10,- plus- $£ per year dues'* SHERRILL also stated that 
this, would be the biggest and the best Klan that had ever 
been khotau 
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•IXo. RELATIONSHIP BETWEEN PRO-SOUTHERNERS' 
AND THE NATIONAL PATRICK HENRY 
.^ ORGANIZATION 

1 

As .previously reported under the. section, of this 
^eporA^captibned ^CHARTERL^^a-charter-JtoJ^the JE^o^outJbieiaers^ 
was- issued by the National Patrick Henry Organization o The. 
letterhead currently being used by Ahe 'Pro^Scfiithemers 
identifies this organisation as a chartered unit of the 

National Patrick Henry Organisation, Inco" 

1 * * 

On July 21, 1954* M- advised\*hat ojx July 9» 
1954., he had learned ishat Mo JBo SHERRILt fras> ta attend « 

a national convention of the. Patrick Henpy Organization; r 
which would be held at Columbus* Georgia, x>ir July 10, 1954? 
as a delegate and representative o£ the* Pro^SouthernerSo 

On: August 6^ 195k& T«-l made available the J$uly> - % 
1954 9 issue **of "The Boliitical Exporter*- y&ldh parried* a'\ 
report "on the Patrick -Henry Organization convention, which-, 
was, held on July 10 r 1954^ at Columbus & "Georgia o This ' 
report* identified ;M<> B*' SHERRIEL- as, one <5f the national . 
Directors of "the Patrick Henyy Organization o " , . - ,- _ 

On September 2Q $ 1954*vMiarai infcjc&ant Tr6,, of 
known reliability-;, achrised that FRANCnsraKTlIALE} 6% 
Jacksonville ^ Florida r who .had attended the National 
Convention -of "tlte Patrick Henjy Organization on "July 10^ 
19'54, at* Columbus i9 Geprgia^Snid, was a close personal 
friend .of Reverend .A* C.^SHUILER*, who. was elected Presi- 
dent of the Patrick Henrys Organization < £t .the; convention,- 
had indicated that he might .possibly organize a -unit of the 
Patrick *Henry 'Organization : in Jacksonville , ^Lgucida^ ^Eriform- 
ant stated that he had no information ^indicating that- if 
'such a tpit was organized » that there would be any cohnectiqn- 
between it ana 'the other chartered unit of the Patrick Heiiry 
0rganiz;4tion now in existaxice in "Florida, /"known- as the Pro~ 
Southerners o' ' ' g 
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r- ,0ri October 13:,. 1954., T~<5 advised 1 that although 

MC HALE was still 4'o^ider'ing organizing a *unit of the-' 

Patrick .Henry Organization in Jacksonville $ that no steps' 

,'have/been- taken €6- form a chapter at: the present time 6*-* 
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"This ca;se is being placed in a Pending Inactive 
status inasmuch as the activities of this organization will 
he followed through .informant coverage and quarterly reports 
j^eflecting_ac.tivAty^wi31-.be_submitted- a « 



INPOMANTS 



T-l is I L whose identity is known to the 

Bureau and who. supplied the information 
reflected in the body .of this report to SA 
MELVIN MC RAE JETT'« The originals-ofihfise 
reports- are lo cated In .Miami file l " \ 
I 1° The literature "referred to, 

wnxcn was maae available hv '-hMa '-T nf q-nmaTvh , 
is locat ed in Miami file | 



T-2 is 



, whose, identity is known to the 



Bureau and who supplied the in formation 
reflec ted in this report to SAT 



I L in writing* The reports submitted. 



. by t his informant are reta ined in Miami 
file 



T-3 is I L whose identity is known to the 

Bureau- and who furnished the information 
reflected in the body of this 'report to SA 
MELVIN' MO RAE\JETT in writing I nformant 's 
reports are lo cated in Miami file 



T-4 is 



_l whose identity is known to the 



Bureau and who supplied the information,, 
^reflected in the body of this report to SA 
. CASSIUS RATHBUN in writing,, Info rmant's ' 

reports are, lo cated in Miami file " 
I I q 
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T-5 isMTo ,CARL HANSSON, Chief of Polite, Dallas,, 
Texas , .who made available to the Dallas 'Office 
a photostatic copy of correspondence over the 
sigxiature„of^ HARRY WILLIAM PILE,, dated 



Oct.oher 22, 19.54* postmarked Memphis; Tehn.o, 
addressed to I " "1 , Dallas, 

Texas, and tiro let ters .dated' November 10; 
19 SL .» add ressed to l f , 

i Dallas, Texas, dated at Ft* .Pierce j. 



.Florida , bearing' return address P&0<> Box 1071$ . 
over the signature, of M. B« SHEER3LL. 



•T-6'is: 



,• whose identity is" known -to the. 

U*~ J..«.li.j .4*1.1. *~.a~±^~£.*.~L 



Bureau and who supplied the iri'foimation 
reflected in the. body of this report to SA 
BENNETT' Mo HIRSH in writing* Info™*™*-** 
reports "are, lp eated in. Miami £ile[ 




LEADS- 



ALBUQUERQUE* BALTIMORE., BIRMINGHAM, CHARLOTTE 1 , EL PASO* 
-HOUSTON*, LITTLE ROCK /LOS". ANGELES:, LOUISVILLE, MOBILE,. ' 

.NEW ORLEANS', .NORFOLK, -OKLAHOMA CITY; OMAHA, PHOENIX,. ' 
.PITTSBURGH,. SALT LAKE CITY', SAN ANTONIO. SAVANNAH,- ST<j 

■Lorns^. •...;.- . - - - ' * < ' 

One co£y pf this- report is being designated forh 
-each- of the ^abov'e, offices inasmuch as there is 'indication, 
that Mo B^SHEHRIH.- has been in contact with- persons residing^ 
in the. territories, covered by these .offices- .or that .members / 
of the : Advisory Board as listed on. the letterhead- of the 
Pro-South eriiers are* residents o^ these, areas o 4 It .-should 1 be 
noted^that, where the exact address of a t member of the. Advisory 
Board was 'unknown and the state in which he resides was the 
'ohly address available*, johe. copy of this report has been 
designated to all offices covering tercitory withi'ri that* • 
s.tate 
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j ATLANTA 

1 

1 _jAT .-ATLANTA. GEORGIA? 



Will follow and report any relationship between 
the Pro-Southerners and the National Patrick Henry- 
Organization, Inc<», that might be recorded by informant 
coverages and other sources* 



.DALLAS 



AT. DALLAS »• TEXAS % 



Will maintain contact with CARL HANSSON:, Chief 
of Police, Dallas, Texas, for' any additional information 
that might come to his attention regarding the activities 
-of the Pro-Southerners within the Dallas' territory ? 

AT FORT WOR TH, TEXAS % 

1 

Will verify the placing of an ad appearing in 
the Port Worth "Star Telegram" on Sunday s 'June 27* 1954* 
soliciting 'correspondence with the Pro -Southerners, Post 
Office Box 1071, Ft* Pierce, Florida* Will determine 
by wfrat means this ad was placed in instant paper and the 
identity of the party or parties responsible for placing 
sucfit an ado 

. MEMPH IS 

-,AT MEMPHIS * TENNESSEE; 

Will report on the, activities of HARRY "WILLI AM 
PILE, puhlisher of «The Political Reporter" it being 
noted that "The Political Reporter** is the official 
publication adopted* by the Pro-Southerners „ 
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AT MIAMI . 'FLORIDA ^- 



. Will continue to follow and report on the acti- 
vities of the Pro-Southerners in the Miami territory,, 

REFERENCES * Miami letter to Bureau, 6/29/54 . 

Buiet to Miami, 7/13/54 o 

Miami letter to Bureau, 3/3/54. 

Dallas letter to Bureau, 11/19/ 54 » 
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Assistant Attorney Ge'neral. 
■ftiTliara F - ., Tompkins 

Dir^tprjj F.B£ 

^0-S0^5CHBRHEPS<- „ . 
-IK2ERNAL : SEGIJRil5r +- X 
FBI ££U 10£-2861£ 



t-w Mr* Belmont 
Thau- 






'DECLASSIFICATION, AUTHORITY DERIVED FR0H:j 
FBI AUTOMATIC DECLASSIFICATION GUIDg "** 
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' . . The.r,e is- .enclosed pne -o$py of the" report of. 

■_• " "_t : -_ -SP-fo^?-" $&?*& Kelvin- $6Rae jf ett. dated_ tf?&u#Sf_% _!?{}§»' £&_ 



* 

, \ ' You will; note; the! 3^oHSoutherhers is being used 
.as* & frpnfc, organisation for the 1 Association, of Florida 
Klans and as m 6pganizajbiofi.< frpra which tr.uste'4' members 
. can. be- re'cptiifced foe Ka jepAix Klahmember 'ship,. 

- a?hjs. report •i|f'*beln£ furnished for yotir. . 
.consideration .ih.cbhnecftion with the .provisions '°f. 
" L —"Hve ''Order UOl^O;* ". . "■ . - - .*■ • i ,<«.- " ' 
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MADE 

2-2S-55 



PERIOD FOR WHICH MAOB-T 



2-18V21-55 



■nrta 



Qpro-sotoherners 



REPORT MAD! BY 
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JOSEPH H-, KEARNEY', JRv 



CHARACTER OF CASS 



INTERNAL SEC'lH-lTY - "X 



T 



^SYNOPSIS OF FACTS: 




The -Political Bepogjjgr . edited a rid^p.ubai3hed^b.y^HARRY^WiE-DlJlAM"PYIST^" 
^6G)1— S-r*Efloyd"Olrcle , Memphis, 'Tenn. is -described by informant as 
being ^wtiite supremacist and anti-Semitic"' paper •; 'Subject organiza- 
tion unknown 'to informant-* 

- -ROT - 

DETAILS: Memphis Confidential -Informant T-lv/c^iaiown. relia? 

bilifcy, advised "tha<t HARRY \lUahp^(^Tm "is a native 
of ^ Memphis , having moved to -thfs aadress" ip about 
September, 1952. /This informant stated ^t hat -ever- .since he has known 
PYEE> which has been for approximately -ten months, -he haS . been 
active in publishing a white supremacist paper- ■ called ." Tjie Poli tical 
Reporter ? and is also* active in publishing other pamphlets of a "** * 
similar nature. , He stated that FYEE has advised him that *he gets 
much of the- material "for his paper and pamphlet's. 'from a* 'friend of his 
in New York*. He did riot identify the- friend to informant-. 



S 



Informant stated that all of the material which he. 
has seen in the possession of EYEE, has been very, anti-6tfmit ! £c" ahdw 
anti-$egro while at the "same time being antirComraunisJ. He stated* 
that PYEE requires $2.00 a year for ,a subscription to his paper., * 
"The Political Reporter? 1 *, and-wi-ll^madl it to any point in the 
United States.. He stated further t>iat PYLE at one time was seeking 
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COPIES: (CONTINUED)" 

1 - Birmingham ('Info.)- (RM) 

1 - Charlotte (Info.) (EM) 

1 - Dallas ,(Info<.) (RM) 

1 - El Paso (Info.) (RM)- 

1 - Houston, (info..) (RM)' 

1 - Little Rook (info.)' (RM) 

1 - Eos Angeles .(Info.) (RM) ' - 

1 *■ Louijvnie^Jlnfo>.ljRM.)^ ~ — ^— — ~- - ■ — 

"TT^Moblle (info".) (RM) 
1 - New Orleans '(info;). (RM') 
1 -'Norfolk (info.) (RM)' 
1 - Oklahoma .City- (info.) -(RM) 
1 -r Omaha (info-.) (RM) 
1 - phoenix (Info.-) (RM) 
1 - Pittsburgh (info.) (RM) 
1 - Salt Lake City (Info.)" (RM) 
1 - San Antonio (info.) (RM) 
1 - Savannah (Info.) (RM) 
1 - St.. Louis (Info.) (RM) 
'3 - Miami (105-677) (RM) 
3 - Memphis (100-3211J.) (105-98) 

information which would tend to show that Negroes commit more 
traffic violations in proportion to their numbers than do white 
people. The informant assumed that he would use this in his 
publication. He also s tated that PYLE was very secretive in his 
actions and although he received a considerable amount of mail, 
he never threw it away but burned it all in his back yard. He 
also stated that apparently when PYEE sends' out his papers, he 
. does not mail them but ships them by Railway -Express and makes 
arrangements to have them picked up at some point in downtown 
Memphis by Railway Express 'company-. 

T-l stated that he has never known PY&E to be 
gainfully employed, and gave the following description of PYLE: 

Age- 50 years 

Race White 

Sex Male 

Height $f 7 1 - 1 

Weight 170 - 175 lbs. 

Hair Grey (balding) 

Eyes C ol or " unknown 

Marital Status Married 

Children One son, name unknown, just out 

of U. S. Army; one daughter, 
name unknown, apparently former- 
ly married and has 2 children 
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All ofltW^b^W^ms re'side .with PYEE at : his. 
honie-,, 3601 South Lloyd O'ircie^Merap&'is . 
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T-l stated that 'FYXE's daughter who- lives, with 
littery frequently -entertains, as" a visitor a man by the name of. 



1^2C 



3AMPBELIS. He .also stated ha understands tha,t CA1$PBEII» writes 
7 feome articles Tor *PYLE f s publications* Informant stated" that' 
he- -understood that PYIE is originally from- St'. Eouis, Missouri',. 

' ' ^Ylv^fVtK — ,,^^,, .r — 

TheYl^^empm^CX^y^Dire'ctory "XTaEed| HARRYJW* 
-^^afLE', wife, 'PRIED^h?iEE> as "living at ' 22 Angelus f S treetjLJKei!gjLia: 
^jTtrT§howed. him as^tKe owner- pf the house and- listed^TTis oc'ciipa- 
/tion as that .of an interior decorator* 

The above information was obtained from inf 6rma*ht 
,qn January. 1$, 1953 v The informant was re contacted oh June Iky 
195U and' on February l8> *195f?> and advised that' he had never* 
heard ;PYIiE mention the 'Pro-SoutHerhers or any specific organiza- 
tion* •-■-.- 
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Memphis is by. separate letter of this date advising 
the Bureau of PYLE's activities and requesting authority to conduct 
an investigation of him. It will be noted that files of this office 
reflect that -PILE, has been to some indeterminate degree connected 
with the following organizations: 

"The White circle league"; 

"The National Citizens Protective Association"; 
"The-Southern-Knight-s-of— the~K-u-Kl-ux--K-lan.,--aka- 



American Confederate Army, "State Association of 
the Knights of the -KK, White Brotherhood - 
Order of the Bethel"; 
"The Association of the 'Florida Klans".. 

Although this matter is being considered RUC, the 
receiving offices which are being furnished information copies 
of this report will be furnished copies of the init.ial report on 
PYLE and The Political Reporter in the event authority is rec- 
eived from the Bureau to initiate a comprehensive investigation. 

Information copies of this report are be^ng fur- 
nished the designated offices, as they received copies of refer- 
enced report and in some cases have received copies' of other 
reports in which PYLE is mentioned. 
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RETORT MADS Or 

JOHNW. FAIN 
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charactxr or CMS » 

INTERNAL .SECURITY - X 




fNOPSIS OF'FACTS: 



Chief ^of Police, Dallas-, Tekoj. advised he- will .furnish any * 
: further information he- receives on Pro^SoutheraerSo M» B# • 
^SHERILL^Secretary~^ 

Plao^. reported .to have requested the -Classified Department 
>'*of "Port Worth -Star-Telegram", P . Port Worth,'*!Dex.,* to, vwi the** 
■ following* ads' "YJHIT-E PEOPLE OP AMERICA. If you believe in 
' ■ and -want to keep white, supremacy? segregation, ' and our ■ 
, American way of life^ *write." Pro-Southerners 1 , P e 0. Box '1071* 
- Pt*- Pierce'^ : F16rida%' .Above ad run under* ^Personal Items" ' 
/ in issue of Stain-Telegram for'Simday, 6/27/$W 



;* \ DETAILS:- At Dallas* Texas;, 






• DiV.c rcs.y« 3jyf-ss • 
'by CFlstT'SZ- * 



< ' 



The folloMrig- -Investigation was conducted by Special 
Agent, VINCENT E. DRAIN* '- " .*•'«. 

' ' Chief of Police 'cARL^HANSSbN, Pallas Police Depart-;. 
• • ' meat, advised 'on February 2," 1955.*. that. 'in. the .event he 

. received any more, information .in* regard to- the Pro-Southerners, 
• ' he will advise this -Office v ' 
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,At gpyt /Worthy OJescas s 



Kie following investigation was conduct <3d by Special 
Agent .JOHff'W.' FAIUs 



' On February Z $ 19#>* Ke><> . . 

I L Fort Worth S N tar-T legrami a- daily &ew5£ap6l^ J? J ort 
Worth, Sexas, made available a copy of instant classified 
ad of the Star~Q?elegi*am f or Sunday^ Jtahe 2? Q 19^ P .which 

Ms being maintained in the Dallas- File " It was observed *~ 
that the following' ad appeared printed under ^Personal items 11 

■ ml' Page 6 9 Sebtion 3" n WHia?F PEOPLE OF AMERICA*, If you. 
believe in and want" to keep* white supremacy 9 segregation an& 
our American way of life^ w?it& Pro-SojijBhernerSj, P C Box 1071 $ 
Ft Pierce* Florida," 



>B 



MKo f I made available a letter dated June 23 „ 
195^5 on the letter head of Pr*6-3 outlier ners. P o Box 1071* 
Phone 939~My Fort Pierce*. Florida* and signed E> B„ 3HERRILL, 
Secrefcary~Manager, addressed to the- Fort Worth 3tar«0?elegram,. 
Attentions Classified Advertising Department* and* enclosing 
#5o00 with a request that the above ad be run in the Sunday 
is sue ^ Juiie Z\ , l95^i> of the 'Sta2?~3?elegramo A subscription 
to tha Sunday issues* of the 3tar-2?elegram was also requested* 

r 

It was observed' that *he letterhead .of Prd«SoUtherners 
cohtaine.d the following printed matters -"A Chartered Unit 
of the Patrick Henry Organization* *Inc 6 K and also, ^Organ- 
ized for Political Action Against Racial Mixing and Communism 
in the South"; " " . 

The letterhead also set forth the names of ^ HARRY 
JYLE of Jenne ss n ee, « as, Bo ^d^Chair jnan* and MsmS^Z — ' 

t w Seer^ggjfeManagero Qffie following .memheg a^of the , • 

Advisorj^^ listed s ROBEEJ^P^SKRSON, 

3# 5^9-ICKLET, „ TJMU( . _, , v _, T 

F« (^^AMHOHS I " W^gfejlygl n1 a; '%?& JBsSl^fiHKnfiJ Geojpjjas. * 

Mt»s # M^eeM"* Arizjmaj johm[ h&omt; aaifeitBia* b, ^g*^&ggs, 

Alabama? S L. TjfSmjS^ oBHoma s W<> S&QRJFFIN, Florida;, 
HUBERT- mtfsmxK .N§H^esic:o5 GEORGE CT^ZBIEKLEr, MagyXandj 
R. B^OPIPFITH, Oklahoma ; P d^SAIO? /^6^EfcLS,a£pliHai a^d, 
L W^feEWIS* A rkansas ; //Mfc At tflfe^ S ^ P/?6- Sc*oT'tifkto£&$ 

— RUC - 
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. Director, FEC tXQ$-2&6kZ) 

■ . - 
'^ROrSOTOIHEBliB^ ... 

. -JOTERHAIi .'SSCURIStt -X 

Reurlot dated tfay" -27 » 195& oaptioned^Knight? of 

the Kuklos TSXoxx* iSrX" wherein you advised *£** t&n^ a Sni£ n84 
organization is a front for the" Knights of the Kuklos Klan . 
and>. therefore, the .case -on the. prp-Southerners is beting 
closed^ . . . ----- . ^ _.._._._ .. 

- ' A review .of Bufiles refloats. i:hat in 'the report of. 
Special -Agent HeXyln McRae ffett. dated January ** J9|5> in 
the captioned matter, if was reported' that the .gro-Southernors. 
is also a front -organization, for the Association o$ Florida 
Klans. , _ # . . - 

In the. -event the tro-Southerners is connected only 
-with the .Knights of the* Kuklds KJan yon 'may close the case 
administratively. £owe.ver, in- the. event the, prtf-Southerndrs 
is in any way connected with driy other organization you. should; 
Maintain tho'..case in .a. ponding' status. . ^ott sro instructed 
to advisi* the- current- status of ?ro-Southorners and submit 
your rocbnunohdations in'^his matter 1 .. . - . 
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Letter to tbfe -U^gcfcoy-;. F£I .. 



July 7, -1$*? 
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time -by| 
remark tnl 



•<* 



. _ . I who* advised that SROTlti had'isiafle/the * > " 
tnat tie nad not 'regeiy<><t any .information from 'SH$8SP}$&- , 
.as.-UD wha£ process, he was- makin?? in organising "units .o# 

the A5soctatiohvo£\ Florida Klaus 'I* -the -Southern area *>£-'_'. 
-Florida:.* In November, 195k this'-w a* ftifrfcheg. verified, bv - • 

infos/nation :rec.eived by | H which7inaicated <fch4t SHSRRII& 

.was no longer '- affiliated- wi'tir ±W Association of Fiorina. Plan's - 
Jaut .xnstgad had ^"een^n.oijjted-^&^tfe©4}ra-n<l-'5ra^bn:'-^>r- t&e*>- - — 

State of Florida for the Knight)* of Kuklos Klanv ari argand^atio n 

alle^edta patented- ~afterj/th$^^*inal Ku-^lux Klanj 

identified: HAW WITHS '^^ "" "' ''' '" 

Imperial iD'r&son of this' 
-that -this: organization' was 'Rational, in/ scope, which. was_in- 





j5tate,klan_ ; arFanizati6su foom -the ^information available/ it 



■ *■* 




- Pro ' Southe.rn^3 in coyre^ppndepce-- re^ardin^thfir Knight? o£ the" * r " v 
■" •*-- kas. also. a&vised that HA-RRT. WILLIAM P&'OT^:-*-:t^™ : *' 



. [ has, also afavised that HARRY. WILLIAM' JKfrfet 

resigned- * is .position -as; VicV.Ppesfident of the Patrick Henry " 

Association and ^ave -as ; his reason that he was M%votin"c-f fill- time- 

-to the 5 wo^"pf-*he Pro.Sout;fterner-§x. ' * . "' : 1 „ ," J"-'-' ' 

"^ " - : I^ v £*w of" all avadftgRle information it new- .aroears- that. 9 "- 
the 'P ro Southerners' "was Originally -formed bv tf. ' B. -SRERRILL as.,': 

• a Paper or.,geon g orFaria.zat3.<>.ftUo -he- -u sed fy> y tfro ^ r^f?*-^- ,ahy 

. #lan <Kramji4Uutt wl&hlfrhichTne -might be" associated. "* tfftis wiiib- -• 
also exolairi "^hy .at. one time: th6 Pro Southerner's *wa?.- itfent&fie'd 
&s a front organization for- -the -Association of Florida Klans.and : -= : 

-has subsequently been tfescrihSd as a front organisation 'fo*- the .- 
•Knights : of % * the iKukloVKlan., " " . /. - : . '.;• ; . '. - % ... 

',*•_*, ..It isi pointed-out that this organisation "may" also bfe V "" 
used -aes a front organization for -additional klatt organizations - *• 
-if and-- when H'.. 3. SH&RR-I&D changes h$% affiliation from. 2 one Irian ^ 
to - another .- MJb&ft-fa Tio.jnrt ^gatibri: of the -Pro 'Southerners 
f isting as atf o rg anised uni$-aria-it- apnear jEL-fc o^ be ..only. anaMe 'r - 
BBlwr usea, qy- oHfewtiliift .^p ^i' St^rxoute^Iiterature^and to cover "up 
b lTs-klan aopi-yq^ies- -it! 'l^r^tnTnagii^ a 1 that a lDrFnTo rMat^ bn' 1 ' 1 ' ^ 
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tetter tq the TJjrcctor, F&X - 



Ally 7, 1955 . 



Thess&r^, TI4.0. the Miami Office will continue tb<* 
Pro Southerner* in a closed, statria -and report all information 
relating to this organisation tinder the -inv^Rti ration entitled 
Knights of the EaJclon Flan, tbo- organization which r.HVRRXLL 
i<* presently affiliated. 
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.Director, FBI (10S-38072) 

* • " *' 

MIGHTS OP 5?HE? KOKI0S XfcAtf -'• 

JRUERHAIo 32CURHTC ~- X • 4 

Rerop SAXrfJon 0». prior dated <?-3-£5» 

Information' set forth in- rerop indicates captioned 
organisation is- nonexistent and this. -eas> was .closed by:the 
Kiaai Office \dth the submission of rer<jip» 

■'.$ 
prior to- Bur can approval ,of your closing this case. 

it is desired that > you advise the stat^p of the Cero-southerners* 

By letter 5-?27-££ you advised that'pro-isonthemera is a front 

for the Kblghts of the Kuklos £Lan and*, therefore, activities 

of" tho' Pro-Southerners would be reppr.tfe;d In connection with - 

the captioned organization., it th&t ti^se Hii& case on . ^^^ 

prb-S.ouSherners was closed by your .of f ice-* • ~S*jy' 

jxi, the event prb-SbuthornorS is active and .you desire 
to close the case on the cap.tioned/.organiaation the case., on 
pro-Southerners .should be reopened'* 
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SYNOPSIS OF FACTS: > ... . 

Publication of "The "Political Reporter"' Has "been discontinued' by 
- HARRY-' WILLIAM- PILE due. to- his- a"ctiyii^vih"the ;j promot'ion''of ~the- - - ~ 
^ Pro.fSouthernerX. " Investigation reflects* that' PYLE^has es.tab- 
\ lished approximately nine nei'ghb6rH'ood"'"Pr6-Soutnern'ers". groups 
' in Memphis and; claims to.nave^700 members* ~iri" Memphis. PYLE also 
claims' the organization has/ about xfOOp~ members.- through- the country. 
The growth of the Pro-Southerners has created dissension between 
PYLE and other individuals tnafhe"Kas interested in> Pro-Southerhes . 
PYLE' believed to be using ProTSoutherners^as front for Knights of 
the'Kuklos Klan, although there''is;hot; known to he, any organiza- 
tional connection between the tw6"groupSi Oh" 7-17-55 a. PYLE" spoke 
at'-''Walhut : R±dge, Ark; 'meeting' protesting- integration; in. .public 
schools at Hoxi'e>, Ark., and i'denti'f'iedrhiraself as connected with 
Pro-Southerners.. * PYLE .possibly connected "with distribution of 
anti-integratibri' mimeographed 'letters In Memphis purportedly issued 
by "The Pioneers of Tennessee." PYLE also known to have .dis- 
tributed literature of Federation for Constitutional Government, 
New 'Orleans-, which is .designed to affect unification 1 of all^anti- 
integration 'forces. • J 
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MB # 100-3214 

DETAILS: I. PRESENT STATUS OP .THE POLITICAL REPORTER 

On September 15, 1955, Memphis Confidential Informant 
T-l, an- individual who has furnished reliable information in the 
past, advised that The Political Reporter was apparently the per- 
sonal project of HARRY WILLIAM .PYLE, arid that the publication thereof 
was completely dependent on. PYLE. Informant noted -that PYLE has hot 
published The Political Reporter since the June, 1955 issue. Informant- 
gained the impression that although PYLE - .continues to be extremely 
interested in The Political Reporter, that =he has not had in recent 
jnonths,' .sufficient. funds.^to- publish -it-. Informant .a-l'so -stated, that- -- - — - 
PYLE has been so interested in the promotion of an, organization known, 
as th£ Pro-Southerners that, he has had little time for The Political 
Reporter. Informant also pointed .out -that PYLE has- been extremely 
active in the local affairs of the Knights of the Kuklos- Klan, which, 
appears to be ? affiliated with the Pro-Southerners ; Informant stated 
both of these organizations- are combating all types of racial inte- 
gration, arid that PYLE is extremely interested in their welfare. 

Regarding The Political Reporter, the above informant 
also advised on September 30, 1955, that PYLE' still had made no 
effort to- publish a current edition :of The Political Reporter.. 
Informant noted that PYLE has in the past published the paper on -tf 
small mimeograph machine; that -he cuts his "own stencils, and Writes 
much of his own 1 material. Informant noted*due to the fact that PYLE 
is very inefficient in the use of a typewriter- and it takes a great 
amount of time for him to get out The Political Reporter^, that' this 
probably accounts for his neglecting the paper- as he .has been very 
busy With local activities- of the Pro-Southerners.. 'On De'cember 5, 1955* 
the above informant advised that PYLE" had definitely discontinued The 
Political Reporter and had -no intention^ at the present, time to publish 
it- again in the forseeable future.. 

II. OTHER ACTIVITIES OP HARRY WILLIAM .PYLE , fcfi 

EDITOR- OF THE. POLITICAL" REPORTER- ' " b ; c 



*< 



On September 8, -1055 ." Captain. 1 L .Detective. 



Division, Memphis Police Department, advised SA WILLIAM 4 ?. LAWRENCE an" in- 
formant' of his who had furnished, reliable information in the past, advised 
that 'on September 4, 1955, a .bulletin was placed in his car, which 
was parked at Mayfield and Jackson Avenue in Memphis, 'which invited, 
the recipient thereof to attend' a Meeting :of the Pro-Southerners 
'which was to be held at* the home< ©f H ARRY WILL IAM PYLE, 3601 S. Lloyd . 
Circle, on September 7, 1955- "Captain | | » S. informant attended the 
meeting and stated that PYLE showed him an identification card bearing 



meeting anu »i/««/«u i»uau h-jucj ouunou *m.ui «.»» o.>*w..w. 
the number 286 and the. words "Grand Wizard KKK. 



that there- were 



Informant stated to Captain . 

eight people at this meeting. He also stated a Ur. MONTGOMERY was 
present, and that the • informant believed Dr. MONTGOMERY was the State 
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Organizer_£or_fche Pro-Southerners. -Informant' .stated further to. 
Captain L another man known to him only, as "Bill", but who he 



believes to be the 'Secretary and .'Treasurer of- the Pro-Southerners for 
Tennessee, was present. ' Informant" -stated -that PYLE*-was the principal, 
speaker, and that PYLE's speech was- .devoted to anti-Negro, anti-Jewish, 
and anti-Catholic statements. 



Informant, also stated to Captain [~ „j that fche **°Z 
Southerners claimed'to have 400 members in Memphis ; 1000 in the state, 
5000 in Texas and also claimed that ninety per .cent of the white 
.population of both' Florida" -and'. Alabama. j,re members, thereof^ .Informant, 
was of the opinion" that -membership in the organization ^was being soli.-, 
cited in Memphis in order to- form a political pressure group, to use , 
during the November .10, " 1955 Memphis Oity Election. 



Informant stated »to Captain | I that he was g'lven 

four applications- for membership in the' Pr.o-Southerners and was' .given- 
a booklet bearing the caption, ^The Negro in a Soviet America' ■, written 
by JAMES W. FORB-'and JAMES <S\ ALLEN. Informant noted this booklet bore 
fche name of The* Politica l Reporter stamped therein. Informant also . 



advised Captain t.hafc another meeting was planned for sepsem 

ber 8; 1955 at the home of 1 k '- 1 ?^ 11 ^:. o 

Informant also sta ted another -meeti ng was . planned rflT September 9, 

1955 at 8:00 >M" at I I , the home of one I U 

-Informant pointed out if the crowd attending the meeting a* | fs 

home was sufficiently large the meeting would be moved to Raipy's 
Grocery Store looated at the rear of Sharp, and Holland Streets. 



Informant stated to Captain | | that PYLE appeared; 



from his speech to be the organizer of the *rq-southerners for the 
entire Southern area, and that the- boss is araaij by the name of . 
"Kelly", who bears fche title,- of Cyclops in the Knights of the Kluklos 
Klan. Informant was of the opinion that "Kelly" was recently released 
from a Federal "Penitentiary, where he- had. been sentenced as a result 
of his membership in fche Klan. 

' Ori September 6, 1955, T-l, suprav advised that he had ^ 
observed a list of individuals "in PYLE's possess.iori, which based on > 

-.comments ^f.PYLE,'^s Relieved to be the members and leaders of the . 

^KHght^ r o r f" a Me:'Kakros;- Klan in Memphis; . Informant made available a 
list of'these names '.and stated so far as he has been able ,&o determine 
these are all of the members of the Knights of fche Kuklosj, Klan .in - 
Memphis: 

(PNU.) WORTRTNGTON - Kakhan f 

(FNU) STONE-.- Kakhan. 

Dr. (FNU;) MONTGOMERY - Scorpion 
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F. K. LASHBROOK - Kakhan 
" (FNU) BOND'S?- Kakhan 
HOWARD WHITE -' Kakhan 
RAY WHITE. - Kakhan- "i 

T-l stated with regard to the' above, that PYLE , 
, commonly refers to himself as' the Imperial Dr.agoii of the Knights 
of the Kuklos Klan and commonly refers to WILKERSON as the Grand- 
* Dragon..-. This .informant pointed out so far as he has been able to, 
ascertain there' are ~ no regularly scheduled Knights of Kuklos Klan 

■ meetings,.in..Memphis.,_and-that->PyLE J -a-long--w-ith-.D'rv T-j-R-. -MONTGOMERY; - - •- 

who informant stated is identical -with the above MONTGOMERY,, and JOELs 
WILKERSON, 'will call on other Kuklos Klansmen arj? discuss Klan- business .. 
Informant, stated that he has been able to obtain no information that . 
the Klan is engaged in any- activities or is planning to engage in. .such 
activities ' as cross burning .or the .'wearing of- rob.es or other regalia 
commonly associated 'with the Ku'Klux Klah organization'. 

Informant pointed out that there- .appears to be, no close- X* 
• organizational tie between the Knights of the Kuklos Klan and the • 
Pro-Southerners.- The .latter organization is described by informant; 
as being an "open mass type "organization, active ,-in the Memphis area, 
and' supported by the above members of the Knights of the. Kuklos Klan-; 
Informant was of the- opinion," however, that .PYLE' and -his associates" 
in the Knights of the Kukios. Klan\would vise the; large membership of . 
the.. Pro-Southerners as a field for- recruitment into, the Knight's of -the bg 
•Riikibs Klaru * ' ^ . --- - •', b7c 

Regarding? the" above ■ individual's i informant believes that 
" "FNU" STONE - Kakhan is po ssibly identical wi th, WILLIAM -STONE of 2837. 
Bir chwopd or | " | 'df 1 ~~1 >. - both Memphis ^ __I n £°£* ant 
it ..the above 'meh£3 ~ "" 



believes that ..the above mentioned STONE .Is most likely WILLIAM STONE, 
as PYLE has described' this individual -as . being thfe Secretary-Treasurer 
of one of 'the 'major 'groups of the Prb.-Southerner& in Memphis and 

possibly of .the entire Mgmph'is -group-. * 

v? _ - • - . 

On September .6,. "1955 > T-l, supra, made available, to this 
office a three- page brochure, issued' by .the Federation for Constitu- 
tional Government. This literature. reflected that* the temporary 
headquarters of the Federation for Constitutional Government were 
located at- '801 American Bank Building, P. 0. Box 86> New Orleans. 6, 
Louisiana. Informant- stated a large number of these brochures "had. 
been received recently by HARRY ^WILLIAM PYLE V : Informant was. of; the 
opinion that PYLE had received the "literature . of the Federation for 
Constitutional Government from. M. ;A V.. SHERRELL, Fort, Pierce, Florida. 
Informant noted recently- PYLE- had written to SHERRELL requesting- that 
he send to PYLE pro-segregation material .which PYLE .could distribute 
.or sell, and that in .recent weeks PYLE had been busy mailing- out a « 
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volume of the above mentioned brochures in the vicinity of Memphis. 
Informant noted" that the Federation for Constitutional Government was 
apparently designed/ according to its literature 1 , to coordinate the 
activities of the various pro-segregation groups presently operating 
^in the south. 

Regarding the above, mentioned M. V. SHERRELL> Memphis 
Confidential Informant 'T-2, M individual who he s furnished Reliable 
information in the past, advised on May 17, 1954 that M. V. SHERRELL 
of Port Pierce, Florida was forming an- organization known as tne 
Pro-Southerners, a pro-segregation organization, and that PYLE nopes . 
■^tfmra^^a^^-^^TBflcIW Kl'an; organizati-on-in~Florida- 
could be formed consisting of ^various leaders and members qf the 
Pro-Southerners.- Informant stated that SHERRELL had given him the 
definite impression that one of. his partners, in this venture would be 
HARRY' MLLIAM PYLE of Memphis, Tennessee. ;* 



" ' oh .September 23, 1955, Sergeant \ ~\ ASPOL, 

Jonesboro; Arkansas, advised SA ESTES G. COLEMAN- thai; ne naa 
attended the rally at Walnut Ridge, Arkansas on September 17, 1955 . 
which wa s .sponsored by the Citizens Committee of Hoxie . Sergeant • 
— — I advised that- PYLE made a short talk at the rally and as. he 



p6 
hlC 



— I advised that. PYLE made a short talk at the rally ana agne 

recalled PYLE stat ed he was connected with the P?°- S ?£ th ^f rs in 



«> 



Memphis Sergeant I Istated that PYLE assured the Citizens 

•Committee in Hoxie that the organization in Memphis would help, in 
any way possible- but. did not want any violence'. 

The Walnut Ridge newspaper, "The Times Dispatch."/ dated 
September 22, 1955,. listed among the speakers in the above mentioned . 
rally on Septembe? 17, 1955, the name of HARRY .WILLIAM PYLE of Mem- 
phis and quoted* PYLE as stating he was head of an organization known 
as the Pro-Southerners which is fighting integration in Memphis. 

Regarding PYLE's attendance, at the above meeting, T-l, 
supra, advised on September 15, 1955, it was- PYLE's intention ^to attend 
the raily and make a speech .denouncing, racial integration in -the 
public schools in Hoxie, Arkansas.. 

The Memphis Commercial Appeal, a daily newspaper, in 
the September 3Q, 1955 issued, contained the following article: 

"MEETINGS'. -BEIIIGVHELD BY 'PROrSOJJTHERNERS 
Retention of Segregation Among Aims 
of Group 

" "An organization co-founded by a retired Memphis con- 
tractor and dedicated' to .retaining' segregation in schools and ; -s*£3ring 
the hand- that would mongrel-ize the white' race « is sponsoring neighborhood 
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membership meetings throughout the city and county. 

"Known .as «Pr.o~Southemer.s', the organization claims 
' more than 'TOO' members in nine Memphis and She.lby -County groups .. 

"Harry William Pyle,. a retired, decorating contractor ,. 
^ said he founded Pro-Southerners- last year with ,M-. V. Sherrell. of Fort 
Pierce, Fla."Mr. Pyle is national- -chairman,, while Mr. Sherrell -serves 
as secretary-treasurer".. National headquarters ,,are ,in Fort Pierce . 

"Mr. Pyle, who spoke at an -orga nization al meeting\_in,a 

~ " neighborhood south'of the'Airport' last .night, said ProrSputherners 
has about 7,000 members in all 4'8 states. 

" 'We are holding meetings here every week- night, and 
hope to have 75 groups functioning in Memphis and' Shelby >C6unty : 
within the 'next few months,.' he '.said '. . „. 

"Pro-Southerners is- circulating mirieographed circulars 
warning that the National Association for the Advancement of .Colored 
People (NAACP) 'is organizing to. whip the white race into subjection 
and racial mixing. 1 Labeling this 'a communist move, ' the circular 
poses the questions, 'Are you on their side?' 'Are you :a s Mixle-orat?» 
'Or "are you a Pro -Southerner?'' 

? 'We -are absolutely opposed to any violence,' Mr. Pyle. 
said, : 'and we think that" by organizing' we can. avoid any vlolenoe.' 

"Mr. Pyle listed the following as officers of Pro- 
Southerners, on the local' level: Joel Wilkersoh,. insurance man, county 
chairman; Dr. T-. R. Montgomery, Memphis -physician, county vice chair- 
man j and Mrs. Ruth Moody'.;. -secretary. Due are $2 a year, and are 
divided equally between national and" local offices. 

"Mr. Pyle, who lives at 3601 South Lloyd Circle, r s an 
ninth among nine candidates for city commissioner posts in the 1931 
municipal election. He organized ' the Loyal. Order of Americans here 
in the early 1530s". The order was ah organization- of workers seeking, 
old age and unemployment insurance and repeal of the 18th (Prohibition) > 
Amendment. In 'early depression days, he served as chairman of the 
Memphis Unemployed Citizens' League/ a group which gave aid to* unem- 
ployed persons . " 

During recent months various individuals in Memphis, 
Tennessee have called to' the attention' of this .office letters received 
by themi bearing only the signature of "The Pioneers of Tennessee. 

On September 30, 1955, T-l, supra, advised that HARRY 
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WILLIAM PYLE had a large quani'tity of letters which had been issued 
by SliSnee?s pf Telnelsee.'- The- informant 5^ e f m ??S^hd 
PYLE had allegedly obtained -these letters from PRANK VffilSMAN, a *4 . 
that -PYLE intends to pass them out to his friends and to read excerpts 
from tSn af -Various meetings of the Pro-Southerners.. These liters- • 
first "came to the attention of the Memphi^ Of f ice in July of 1955. 
One- of these letters furnished by Confidential Informant T-3, an 
individual who 'has furnished reliable information in the past, is • 
as follows: * 

-"THE PIONEERS OF' TENNESSEE' 

"Dear Friend;- 

"Allow us. to* express our deepest appreciation for. 
your efforts- So overcome the racial, problem- in the South. 
Without your codrperation the school ' segregation would v still 
be in effect. "T^cah. "as sure you. .that .we will live up to. all 
standards the white man has been 'used to. 

"While .we have the race- mongers; • ori the defensive we 
must not release the. .pressure we haye, exert e.d, upon them. We 
must turn a - deft ear" to their preachings of race.- hatred and 
bi got ory . Also, we must exert., our wrath upon 'those who are 
striving to keep the - colored ; raan in economic- bondage. We 
read in the Bible, where "Gos made man in his own- image. We 
have- no proof that he is. white instead of colored. - - 

"Again, we call up'oh -you to support more .legislation 
to hasten an end to the racial" problem-. We are preparing a 
bill to go before congress in the '.future to -prevent whites from 
marrying whites and -.colored from marrying -colored-. This will, 
end the- racial problem .in only two generations. We urge you 
to write your- congressman and. .Senator's to. support, this .bill. 
Also" ask all of your ,fr lends. .to\ do likewise. 

We thank you- sincerely, . 
THE PIONEERS OF TENNESSEE." 

* 

An additional letter reportedly issued by The" Pioneer s- 

of .Tennessee ♦ "which was furnished this.' office by Mr.| | ^ 

] ; Memphis, is .as follows:, ^ 

".THE PIONEERS' .OF TENNESSEE 

'"Dear. Friend: 

"We are - att emting an .etilightment of the ^ma'ss-es. of <west. 
Tennessee in regards to the local, election. We hope you will 
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inform a llyo'u r friends of, conditions . ; We. must, prevent the. 
regime pFthe late 'capitalist* l'eader from going- any farther. 

'•",The local capitalist- leader who lives in Arkansas., 
and runs 'Memphis- has, passed "the word to his crippled hatched*- 
man who isnt even a -resident of Memphis to throw his # suppo.tr;- 
• to'-ftie 'capTEalist. regime-^ AsMong" as this mottly group '-oX ./ 
■politicians are in feower i ntegration will be - impossible for- 
us. ' This 'election wfcLI he a .showdown for the-'c ollor race..' 
•We must win. 

-- "we •pk.'you" to support our two" great" Heroles "Henry , ~ " 

Loeb and W atkis .Overton, Thejare the only friends' of • the masses-; 
The. Jewish people are supporting them- so we must in turn suppbrt 
them 1 for » all. they, have- 'done for' Integration .and. a s ocialis ed'- 
•state', ' We' have *he capitalist element almost whipped in this- - 
country so now is- the' time to exer, . all the effort we can. 

"Our two Heroes- intend to build housing for" all 
- the co'iord people in Memphis ;" "It si, the duty for the. tax- 
payers W" furnish housing' for. 'the less fortunate. They can 
. afford it*. By increasing taxatio we will be another, step 
toward- pur goal. Support anything that will' increase taxation.- 

" Yuors for /VICTORY;' aga.inst the capitalist" 

"THE PIONEERS OF TENNESSEE" 

Regarding the above ietters. arid. The :Pidneers of Tenn- 
essee, T-l supra, could furnish ho additional information except 
to- .state recently ."PYEE and FRANK WHISMAN.'.have had personal diffi- 
culties-, although PYEE and WHISMAN still cooperate .in some acti- 
vities.'' 

•On September 30, 1955; T-.l;. supra, advised that he 
had- obtained a list of the members of the "A.' B.> Hill Group 
Of the Pro.-Southefners . This informant noted, that PYLE had- this 
•list as a result of his position .of -Advisory Board .Chairman of the- 
Pro-Southerners:. ' - - " 



\ - 
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^tgg^ovember- 15 i. 1955,,. T t -1, supra, advised that PYLE 
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continues to operate as the Memphis head qf>the Pro-Southerners. 
InforSant noted that PYLE had, been ootf^tdgj home a lot due 
to an infection oh his. face. Informant also noted that PYLE.has 
become more discreet in ihltf handling of the names of his contacts, 
including the members of the- Knights of the Kuklos Klan and the 
Pro-Southerners-; but had stated to informant that meetings of the 
Pro-Southerners were being held in Memphis practically every night 
by different 'neighborhood groups. Informant" stated .it was obvious 
f?om his contacts with PYLE that considerable- jealousy between PYIE 
ana JOEL WILKERSON exists.. ..He said WILKERSON, who according to. ™X> 
was Chairman of the- Shelby- County, -Tennessee unit' of the Pro-Southerisps , 

"Informant" nmwth^^^ 

affairs of the Pro-Southerners . Informant stated that PYLE. evi- 
dently feels that 'WILKERSON - is withholding some of the Pro-Southerners 
initiation and membership fees paid in by various Memphians who have 
joined the organization on recent dates. Informant noted also on 
November 15, 1955, that he had been, unable to obtain any further 
information from PYLE relative to the connection, if any, between 
-,The Pioneers of Tennessee and. the Pro^Southerhers . 

On September 30, 1955/ .T-l, supra, was able to obtain 
from PYLE a list of the members of two groups of the , Pro-Southerners . 
It is noted 'that this, list contained alongside; .most of «tte names the 
notation "Paid." Informant " stated this. .notation, indicated *hat the 
individuals- in question had .paid .'the. $2.00 per year dues in the Pro- 
Southerners.- This list -is as' follows: 



Raleigh Group 
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Sharpe School Group 
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<Ka < B lH.Qe Ohalrman) 



/TTo «'« fl^r» ft far«v and 'llteaflUgeg ) 



Paid 
it 

u 

tt 
tt 
tt 
tt 



, * 



ti 
u 
it 
tt 
tt 
u 
u 
tt 
it 

t! 
II 
tt 
It 
tt 
tt 
tt 
tt 
It 
It 
tt 
tt 
tt 
tt 
II 
II 
tt 
tt 



-103-* 



o 



J?e#?.0Q-32l4 



Paid 
it 

1! 
II 



b6 
b7C 



Also oh the same date T-l furnished a list of nine 
known groups of Pro-Southerners th§n existing in Memphis, according 
to PYLE. This list is as follows: _ . _ __ 



1 
2 
3 



Group 
Group 
Group 
Group ft 
Group 5 
Group 6 
Group 7 
Group 8 
Group 9 



3601 S, Lloyd Circle* 

Hickman Bldg« 

Meadow Lane 

Buliington St* 

Mary Rd. 

Gaston Ave* 

Scattered 

Raleigh 

Frayser, no listing' 



Informant noted in regard- to the above listed individ- 
uals, that he had no knowledge as to the degree of activity of the 
individuals . listed therein and had no personal, knowledge that they 
were connected with the. Pro-Southerners, but had observed -the * list; 
ip the possession of HARRY WILLIAM PYLE* 
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Two additional, copies of "this report are' furnished 
herewith to the 'Bureau for information in connection with their 
files on the- Knights of the Kuklos Klan and the Pro-Southerners. 

■ One copy is furnished Little Rock for*dnformation 
because of the activity of PYLE' at Walnut Ridge, Aransas and 
because of tfhe proximity of Arkansas to' Tennessee and the likelihood 
that PYLE'may become involved in other activites in that state. 

One copy is furnished New 'Orleans for information 
because of PYLE's interest in the Federation for Constitutional 
Government*. -- — ' - - - — 

One copy is furnished. Miami for information because of 
the connection betweeh'PYLE and M. £. SHERRELL and the Pro- 
Southerners • in that state. 

As The Political Reported has become dormant and 
informant ha* in&lcated it Will not likely be yeputoXished ±.n ttoe 

future due to ■ the fact that PYLE is -primarily interested at the. 
present time- in the Prp-Southerners, future reports covering his 
activities will carry that caption. It is noted that the Miami 
Office is the Office of Origin in the Pro-Southerners Investigation . 
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INFORMANTS 

DATE OF ACTIVITY 

OR DESCRIPTION DATE 

OF INFORMATION RECEIVED 

Status of Political 9-15-55 
Reporter 9-30-55 

12-5-55 



Kuklos Klan 9-6-55 

Pioneers of Tenn.- 9-30-55 

Federation for Con- 9-6-55 

stitutional Govern-" 9-30-55 
ment 

Documentation of M.V. 
SHERRELL 



Pioneers of Tenn. 7-7-55 



AGENT .TO 

•WH0M.VFUR- 

NI3HED 

WILLIAM H. 
LAWRENCE & 
J.H. KEAR- 
NEY 



LAWRENCE 
ti » 



FILE NO. 
WHERE L0- 
CATED 

100-3214-9 
100-3214-101 



100-3214-95 
100-3214-100 

100-3214-96 
100-3214-102 



" 100-3456-4 
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-12- 



© 



: Me#100-32l4 

Careful consideration has oeeri given to the use of the 
above T-symb'ols and" they have been used only where deemed nqcessary. 

BEEERENCE : t 

Report of 'SA JOSEPH H. -KEARNEY, JR. , dated 8-2-55 at 
Memphis . 
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FEDEflAl BUREAU OF irWESTiGATJOa 
* * U.S. DEPARTMENT Or JUSTICE 

GOSIMO?3!GATIB?IS SECTION 

ALL INFORMATION CONTAINER 

HEREIN. IS UNCLASSIFIED Q£G \% iggR 

DATE 07-20-2010 BY 60322/UC/LRP/PLJ/sd^ •<£/ 

TELETYPE 



a 



i 



K" 



FBI,. MIAMI 12? 13-55 

$ DIRECTOR, FBI AND SAC, MEMPHIS URGENT 



10-52 PM 




Mr. Parsoa^ 

Mr. Ta 
Mr. Nease. 



Mr. WinterrowcL 
Tele. Room. 
,Mr. Hollon 





'PRO-SOUTHERNERS. IS DASH X. CHIEF RUDDY CASSENS, NA, FT* PIERCE 
FLA, PD ADVISED TODAY. THAT FT. PIERCE TRIBUNE RECEIVED REQUEST 
YESTERDAY FROM INS AND UP FOR INFO RE PRO- SOUTHERNERS AND HAS DIS- 
PATCHED TODAY, STORY -QUOTING M. B. SHERRILL, SECRETARY-TREASURER 
OF ORGANIZATION..."; STORY STATES FT.. PIERCE I.S NATIONAL HEADQUARTERS* 
AND ORGANIZATION "IS ORGANIZED TO KEEP COUNTRY WHITE, AS AN ANSWER 
TONAACP, AND AS AN ANSWER TO COMMUNIST PARTY WHICH CONTROLS'. THE, 

l 

PRESS. SHERRILL CLAIMED OVER ONE MILLION MEMBERS IN GROUP A ND 
THAT HENR Y WILLIAM PYLE._ MEMPHIS. TENN. IS HEAD OF GROUP . SHERRIL L 
STATE S ORGANIZATION IS SEPARATE AND IS NOT CONNECTED WITH -KLAN . TP 

TRIBUNE REPORTER CLAIMED TO CASSENS HE WAS SHO WN BOOKS AND RECORDS 

• --■ i ■ — — — — -* — ■ — 

AND THAT EIGHT HUNDRED THIRTYNINE THOUSAND DOLLARS IS DEPOSITED' TO 
•CRJEDITJpJP^PRpjiSXkyiHERN INVESTIGATION- 'CON- fill 

INUING'cAND ATTEMPT BEING MADE TO SECURE INFORMANT COVERAGE.- OK ^^ 



E E K S? 
END 

ACK PLS - ^ 

WA 10-56 MPM OK FBI WA WS 
ME - OK ME 00711 • 

UP PS WITH INITIALS 
OK FBI ME RCR 

Tlf TkTCfWV - 



BECORDEMS/4 S~-3g/^£<^Jf 

fjf V„l ^-^TBu'DrTOroj^i 'utC.22-.1955 



■I® 



^khh\ 



*•/« VJ-X& 




T^ih 



} Ur> Belmont | 
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*-■— ^ ALL INFORMATION COHTAIHEEJ_ ^'-— ^ 
HEREIN IS UNCLASSIFIEIJ 
DATE 07-20-2010 BY 60322/UC/LM/PLJ/sdiBj 

<<** ~ SAO? Miami (I0ffr67?) December 20$ 1955 

. M?ecior$ F& (105~S664S) 
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W-SOnTU&RBBBS 
INTSBffAL SBGUIilTT - .z 

£&-!&> Be Miami teletype dated December 13 9 1955$ 

in which i%was stated ^that in connection with press 
inquiries ifr Bi Shcirili* claimed there, are over -one pillion 
members in this organisation, and thaS. Henry, William Pyle 
of Memphis Tennessee, is head of the group ». Aleo 
a tfe&spaper reporter of the **Fort Pierce Tribute** claimed 
he was s.howH books and record's and that §839$ 000. is 
deposited to the, credit of tfie .captioned organisation 
ift d Fbfti pierce ianfc* 

By letter dated July 7* 1955, Miami advized 
there mas no indication of the captioned organisation 
existing as an organised unit' and that it, appeared, 
only t6' be a namk used by Sherri&to distribute, literatufe- 
an& to, Jteep Mjp his ;KlaH activities^ Miami -adiiisqd the 
. " case wdi being closed and that, any pe%tinen1? activities- 
- too.uld be reported in connection wiM the Knights of th^e 
Ku'klos £lan* Subsequently the case on. the Knights of 
the KUftlo's 'KXan/was closed inasmohr.as Miami advised 
the organisation was, defunct* 



Bo&uinaa*. 
Nichols '_ 



Belmont - 



'Hatbo. 
Mohr_ 



~ Parsoosi 

Rosen _I 

" Tamm^I 



SkooS ,'...,. 
•Vinterrowd 
Tele. Room 
Hollosan 



k j£A nrr2 



instructed, to reinstitute immediately 
r Pro^Sou^herners in order to determine 



Miami'* ifs 
,ah investigation of 

whetMr it' is (tcii-tit and if so the extent of its- 
activities* -Attempts' should b& made to prove or disprove 
allegations in refer %n6ed teletype concerning the money 
'deposited to the account of this organization in a * 
Fort .Pierce ,bank+ The Bureau, should be promptly 
furnished tfte\resul$s of your investigation* 

nn iR-ktar* dated tfp itembai* 30> 1955 * captipn&d 

P'Sis v: the Memphis Of fide 



advised* then* ate. nine* lenotok groups of P^o^Southemevs 



t 

u> 



aviating- i* Memphis* The Memphis Office is. instructed 
to, submit- a report on "bhe captioned organisation -setting 
.forth all information- available- concerning this group 
since 'the submission of. the report of Special. Agent 
JoSeph Keatrneyy J"r^> dated February 2'5- 9 195& K The' invest '**>. 
gatfon of ithi3 Organization by the Memphis Office should 
be conducted- so long >as this organisation- is active* 

Sec. SAG, Memphis (105-98) 
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synopsis' pPFAcrrer ' - :•*■'• • . • \ - . ■ " - \ ■ • * ' 

;*'.,'*,"* ' • 

iS * Reporters '.of FtV Pierce , Fl'a <>- tribune .- -.a daily newspaper, 
■ - X"interyiewed-'Mo Be- SHERRILl^TPtc !- fierce-,- EtiU 12/13, 14/55 • - - 

, -..SHERRILL reportedly. stated headquarters 6f> "Pro^Southerners^ 
, , ; in:iEbo\Bier.c.e;, that- organization has'lriembership «o£ 9^7,000} 
/" .Slid" cash in bank "of $339 ,000 J SHERRILL' stated bulk of member- 
'/ ..ship in Miss*, Alao> ,and 'Tenn-« ;and organization did hot ad- 
- ' J*>vocate rough .treltinent -of .Negroes, but* domination '-of Negroes 
< ■; through political and economical mean's o ' SHERRILL stated 
/newspapers* in JJ . S.o dominated 4 by \Gf\ • Check .of, all banks in 
Ft ^Pierce,- Flaoj t negative as to* any fjinds in "name of SHERRILL ' 
- or n Pro-Sbuth'erhers tr o „ . - f ' "",•'■" - 






N) 



. .DETAILS AT FR, PIERCE, FLOR 




Two .reporters for the Ffcn fierce; Florida, Tri bune « 

^ j .^..^paper,, namely,) land I \ $ "' 

^ , were interviewed on December 14, 1955 -by SA DO.UGLASS Eo WENDEL c 



^x^ a daily newspaper,, namely s 



[ 



. . , Instated that he interviewed Mo : BaJTSHERRILL ... 

at SHERRILL* s residence, Sunrise Boulevard ,tfbT*Pi ere e i Florida , 



Mo %Jf SHE 
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COP IES .THIS" REPORT 

.... - o , 

Bureau (105-25645)' (RM) 

ONI, -6th ND, Charleston., S.. Co., (RM) 

1 - OSI, Mac Dill .AFB; 'Tampa, Fla. (RM) 

1 ~'G2 Hdq'trs.., 3rd Army,. .Ft. Mc 'Pherson, Ga» (RM) 

1.- Birmingham (Info) >(RM> 

I - Memphis ('105=9$). (Info) ( : RM) 7 " . - r ~ 

I - Mobile- (Info)' (RM)' ' 

1 - New, 'Orleans (;Info) (RM>. 

3 ± Miami". ( 105-677)'" . « ' • 



after having received' an •ih.p.uiry concerning SHERRILL and. the 
- ^Pro-Southerners!' organisation from the Memphis. .Commercial * 
. Appeal , a. newspaper. I I stated -that SHERRILL/told; him- that 
the' "Ero-Southerners'* had approximately- l,d"00 s 000^embers,, 
that th.ey had. cash funds in the amount of $839 : jb00, and" 
•that .the_erfiat ma-jorfty of* this cash .was' in the St.* Lucie 
Bank. I I stated tjhat SHERRILL showed him -books and re c-= * 
ords .reportedly for the "Pro-Southerners"** organization .and 
also, What, he- be.i-iey'ed; to be deposit slips, for funds- .de- 



posit ed in -Bankj? in Ft. Pierce, Miami.,, and Melbourne,'- - 

.Florida. J | recalled, that he saw bank documents." for the* 

Florida National. Bank,, Ft. Piercer.; the Miami" -National Bank"-, 
Miami Florida; and the? Sank ;of Melbourne, and -Trus't Company 
of Melbourne,. Florida, '" " . ' , 
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Z\. stated, that SHERRILL indicated that the 



bulk of ;bhe membership "of the "Pro-Southerners" "organization 
was in Alabama, Mississippi,," and "Tennessee ' and that the 
organization was; formed to politically "battle the National 
Asspcisiisar f or the Advancement, of Colored 'People. SHERRILL 
told I __ I that "no -rough Huff" was to be used against 
the Negroes, but .that, the organization sought to control 
the domination of t,ha .Negroes through political -means". 



According' .to 



•SHERRILL; stated- that the , !Pro-Sb.uthefner.s' , T" 



was incorporated in th.e State of Florida and that the,- dues- 
for this organization amounted' tp $2. 00- per- member. The ' 
$2.00, according <bo SHERRILL-; was. to. be divided #1..0d for 
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the local organization recruiting' *he member,- arid- #lo*00 
was to be- forwarded 1 " .to SHERRILL as, the national s ecretary 
treasurer of -the* organization <>*, SHERRILL ;dia* tel'i l 
'that there tiere -two," local .organizers; in the Ft . Pierce, 
Florida ajr.ea and .named /these individuals as' * TOLBURaO t STEEN < 
and JQIMpi2LEU* $HERRILL .declined to comment .to ] I on 

the. marineV in . which, vtrhe. ^Pro ~Sout he rfoers* or garii tf at ion. 1 ". 
jplanned fc ito-k"eep white- supremacy ptheiv ^han'-trp-state^that- - f 
it "was: t/o -be done'' politicallyo " -----* ■ _ * 



rM, 



T 



. of .the F-ti Pierce 

Tribune o advised that he -Interviewed .SHERRILL. at~3HERRILL; s 
residence, on^ December .34, 19'55 and ,that -SHERRILL claimed 
to him that there were loOO. members of "the PPrd^Soutiherners. 11 * 
-organization in, the Florida counties* of liidiaji-River, "Martin, 
Okeecho.bee., ; and >St;o" Lucie • SHERR-IEL told I J that- the^e 
were* : '98.7:}'000 membe'rs.of vthe -organization and the organ-*- 
ization* wa s- inco rporated in *the.\ : StatW of Georgian He" 
♦claimed to j | £hat the, organization had national meetings 
-in:Fto Pierce and, ..further stated that a. national, meeting 
was; plr — J -*— *-"■" -**- — *-*-- ** — - -^^i_. ^ r., 

/ ^r-xjua -ox wempnis, uennessee 1 wqujlq oe^m' Jtrc\> rierce 
1 near f utur,e t <>. 'SHERRILL "specifically advised ~ [ .that the 
w Pr:o-Soutliefners^ was .not -affiliated* with 1 the'Ku Klux'Klari* 
or any similar organization, and did hot bjelieve in^ .any 
strong arm tactics to* enforce its 'general*' id,ea's of segre- 
gation o ' SHERRILL indicated that' the organization .was to b,e 
a* political power and-" that' the 'mariner In which segregation 
would bg .strengthened: would' ',be >J>y 'both political and eco,- 
.n'omical ;dominatiori^ of *'he Negro race o * 



T stated that 'SHERRIpTiavisedniiifa that, the. ' 
'^Pro -Southerners" .organization was 4 not in favor of the 
leaders of either of the national .pblitipal parties of 
the. United States., inasmuch as the. leaders of both, the 
Republican^nd. . Demo crafcic "Parties, dicL^not share the views 
of the '7Pro~Southerners ,r «as. to segregation o SHERRILL 
declined to discuss any of the J .by-laws or the .constitution 
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.of the "Pro-Southerners" organization with. _| and *he would 
not furnish* the names of the' officers of vtyhe , organizat ion » 
nor any data concerning these officers o' .SHERRILL told l H 
that all records of the "Pro-Southerners^ organization wer„e 
maintained in .an; office in* -downtown Ft^ Pierce, but he ?r * 
wptild, not advise the location of ; this particular offii 
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wyuj-u, uqp aavise une xoca^xon ox "onis particular ofrip e^ , 
During the conversation with | I 'SHERRILL told | | tha't 

all -the newspapers in the -United States^were^trun Dy^^Che' 



, . ^ ,.,.,__ ,_ Dy-~&JL„ 

Communist Party 9 but, would not enlarge on this particular. 

^ / re^rJc^/.^Hev.stated:±hat. a great field of members of the 
"Pro-Souther^ individuals* bu t again , did* not 

state his reason for so sayirigo SHERRILL.vtold, 1 [ that the 

"RrorSbutherner^ wak to be ah answer to the * 

Communist contrblfdf^the press and,a£so,.iri answer to the' 
NAA0P; o He stated" that HARRY WILLIAft PtL^Sf Memphis/ T^n^' 

- nessee was the head of the 'Organization ? ' * \ 



yn^-y 



On :: jDepember 14, .1955- T-1, who- has. furnished relia- 
ble infoiTn^tjion. int the jpast, advised,- that, ther.e is rib- 
account ai thfewSt -TiuciV'C;oimty"Bank in, the name' of the "Erov 
•Southerners? 1 »6# in- the name >of M/ B^rSHEilRIBLo* H.e further, 
stated -that there is jio account in the "name 'of the Ku^ELux. * 
Klan 6? any similar titled; "organiz at ionV 

, On* December Ik * 1955. T*2j who has furnished re-* 
liable infofnSfSXon* in the ga,st 9 stated* -that hone of • the 
above 1 named organizations x>r.fSHERRILL r indiyidually/had 
any ^accounts 'at the Florida Bank, *F,t Pierce a 

It -is 4 hotted that, tfre.&u Klux Klari is an -organiza- 
•fiipri designated by- the Attorney General pursuant to 
Executive ' Order iO'^Oo ■ 
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ADMINISTRATIVE- 

On$- copy- of this- report is .being f urriishecL £0 ~ 
e&eh'of the following^ off-ice s*-for information purposes in- 
asmuch as it }*as claimed, that the great -majority of .the' 
memb'er.ship of the ; ^P£d-Sout*herners n - organization is c§n- 
-tered.in the states, of Alabama,. 'Mississippi,. and^Tenhessee:;* 
-Memphisy .Mpbiley New Orleans,- ;and : ^Birminghamo * 

INFORMANTS . , 



Miami Confidential Informant T-i" is 



Sto Lacie.-Couhty Bahlc. 



■Miami Confidential ;In£orniaht 'T-2' is. 



1.. Florida Jahki Ft ' Pierce.- 



*V ^Careful consideration has been given 't t o \each 
spurc.e .concealed* in. thisv*r.epprt and, T^s^bols, hav.e .bepir 
utilized* .only on- thosa^instances; where ideht'ity' must be 
cp.ricealed\> * . .. i ' ' v 



LEADS 



MIAMI 



' at:miami . jjqrsda 

'$111 conduct investigation at the ;Miami. Nation al 
Bank, in an; effort' to locate any banjc account- in this .par™* 
'ticular bank in the* .name .of' the ^Pro-Southerners 1 ? $ Ku- K1ux : 
Klah* or* in. -the- name *oKMs 'Bo" SHERRIIiLo- 

■ AT. MELBOURNE'; .FLORIDA. . • '_ ,, 

Will conduct jinyestigatiqn at. the Bank of 'Mel- 
bourne ,and .Trust .Company j /similar to that. /set forth .in. trite: 
lead' at the Miami National Bank'; 
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AT FT o.. PIERCE,. FLORIDA 

'Will report any additional .contacts made^by. 
reporters with Mo Bo^SHERRILL- arid' other informatidh coming 
to the attention of -the 'Miami Office,* -" ' « . * 

REFERENCES ^ : 

^Report .of Special- Agent- MELVIW MG t RAE JBTT- .dated, 
January 4, 195 5 * <at Miami <> t 

'Miami teletype to $tfreau .dated Dec ember 13* 1955 o 

Bureau letter' to .Miami dated. December 2Q, i95'5<> ■ 
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SAG, iftarc* (105-67?) 



January 25 > 2&>& 



Dt£rec*o?v W (205-86645) 

Hbo-southebnebs 
xarmnAt spcitgtTX * x 



a 
* 



jteBaie* January 20 s 1955* 



Miami* and Jfeiapftis are, ?n$*r«<rfc£d tfo furnish 
the information requ§srb^d in reflul'et;* Reports, should 
be' submitted to .readh the Bureau no Ibiter Shan Febritarj} & s 
1956* lit the event, you faPl id meef this deadline, 
explanations' will- be r&quest&d* 

Sec -Memphis (105-93) 
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COAttUEBt 




■ ^ 



■.*&***'■'.■■' # " . Q . -.■•••' 

i I ; r ' • * - . 

1 ALL INFORMATION COWTAIHE^ . 

* ^ ' HEREIN IS UNCLASSIFIED 

' J?f l£ / {/trftcdedr /**%&?+ 7 ?$$<* JsTft DATE 07-20-2010 BY 60322/IJC/LRP /PL J/sd^ . 

• ftfet/f/ February 3j 195$ 

The organisation Known tfs the Pro.-SouMernera ia 
* reported' to. h&be been founded by I£. :s\ Sherrtll of JFoft Pierce, 
Florida-, to replace the Ifkite Circle League of America in 
Florida^ The White Circle .league' of America viae chartered 
iri. th^- State bf Xllinbia .in Npv r ettb'qr^l9 t 49'i for the purpose 
$f education as tcr customs, qibic. and social atcindards* and £ 

I ''charitable purpqsea- among- its members* $he maintenance *of 

. ', scholia $ and the die agination of information and literature 

appertaining thereto and tp safeguard the property of iia 
members'. The Hhite Qir<?le league of America- wa$. farmed by 
Joseph Beauharhais, who* waa found guilty bf circulating > ? 

literature tending to defame a rabe :il\ i$e Chicago itunicijoa£ * 
pouri in 1950* The s,ta$e .chapter of th& White Circle league .<: 

6 f America tics r£ub&ed in,.fuh# of 1950> on grounds that the 
literature 6f ithe league* wds> "highly ihfXawnablje and would 2\J ^ 

cause Conflict qmojig the races.** ' *<V 

SherrHl, who- founded the FrorSoutherner$* allegedly 
sjbated that t he had been* a nepfrftft of the Ku glux Xlan and that' 
he planned tQ. reform th& KX&ri in Florida under the name^ bf % 
- Pro~£ou$hernera* According* to Sherrill* the* new organisation 
-would dispense 'fifth public iieetinga- arid public pajhades*>, _ 



iz< 



■3 
In organising' the new group, ShevrttlZ ia reported w 

* to have stated ^th'dt hi& plan waa to Halk soft now. qnd bkild • ^ 

up strength to act: hard laier*'* Although Sherrill intended , g. 

to admit anyone to membership in ?fh$ organization > h£ *s. g 

reported to have said that he would latter Screen, the member-:- <§ 

shfp/xnd beleptthope who could be depended upon to n van all 

ifhe pig<fer& and Jewa out of the So^h* n 

Another organization which hdq. aim& and principle^ 
' similar to the Prq-Souihernera'r thp National fdtricK Senry 
Organization* Inc.*' ia reported t6 have iasued a charter to 
Toison,—^ .sherrill to form, the Pro-Sowphernera. 

Nichols, '■=" ?j * * 

BeWot-^^ sherrill r who is. reported to be the Secretary* 

'S- :-— ^ Manager of the Pro-S6uthernera. r haa< apedrheaded the actiyitiea 
PzisoK,!^: ^distributing' mime clgraphed lettered to, the people of , the So$th. 



$tzco* 
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J»- one 0/ these letters it was stated that the white people 
of the South must be* either for or -against segregation, 
that: no one. could "'Bit on the fence*" and "that those for 
it mist organise and make their will recognised. The letter 
also stated that the people should organise. under the Pro- 
Southerners- and see that only true southern men ar.e elected 
to public office, to school boards? to state offices, and to 
the. United States' Congress* -The letter urgetf that they, 
"put a stop "to nine, black-robed men who are our servants, 
not. our lawmakers, making- laws thai force racial mixing 
■against our villi" •"'-.'*'. ,.■■■■ 

-Another mimeographed letter under the caption 
■ "Sear Fellow jSoutherriets'-' pointed yiut that the South does 
n.ot force its segregation ideas oh 'the "fankees" "and that 
the tfofth should respect the rights of the S'outh to- control - 
their own racial questions* This letter alleged \bhat in • 
the South, both raced had- mutual respect for. the. other 
until '"the Democratic Party was captured by the Communists >> 
radicals, and. liberals* all of theMfth*' 1 - Xt further ' 
. alleged thai this was Stalin *$ plan to create a revolution 
in th.e South and create a black democracy* - Sherrill is 
also, reported to have distributed $■ mimeographed sheet 
captioned. "The J?ro-Southerners: and What They Stand Fori" 
According io this tsheef the Pro-Southerners b'elfeve that* 
only "it southern organisation, led by southerners, could 
solve the racial problems of the. South* This same sheet' ' 
stated that the Southern Democrats 1 were leaning, too far 
■towards creeping Communism* . - 

• . According to the above piece of propaganda* the 
organisation -wants- the southern, states to outlaw the 
.National. Association for the Advancement of Colored People 
" arid the tAnti-Defakacbi ton. League of 2f 'Ml B'RITB* It further 
' alleged, that o: "Yankee Congressman > " Bardlet 7elde, (Republican- 
Illinois) was. branding •all southerners who want to retain 
segregation, as racists* bigots and' hate' mongers* 

Sherrill is reported to have stated that the Pro* . 
Southerners would be an organisation that- would be' a power 
in politigs' 'and would send their own men and women- to fill 
state and'Federal offices "with, the. fear of Cod in ihem-md 
a prayer on their lips to be able and worthy of the white 
people who sent them to'dothe- $ob\of h'oiisecleaning that-has 
to be done- before th.e, South and' America, can be free of the 
enemies <bfta l tzn'o'w$h.ave control of all state and JTe.deral , " 

Governments in America*" ,Sherriil further stated that {t "we 
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will: have; the. stropge.st .organization on earth when the 
people wafte; up and- see that they must take sides .and Join , 
Us to, save themselves ♦" * * - 

'The founder of the £?o~Southerner& is Also credited 
wifh.sayijtg that the white people should realise whai'they 
are fapeji wiifc. and should help s&pp if before it gets 
Hoo big fop us to stop without, bloodshed, and revolution in 
the United States % or for each southern or southwestern 
state, seceding the Un$on* which we will gladly do if we 
.have to—rjbhat would stop all wars* all income 'tax* all - 
other federal taxes^-all Federal supe'rp K isidn and meddling 
and we > in the South dnd ^8outhwa&tr?24 states in all who have 
said: they mould $e&4d& if necessary to, put a stop to Federal 
yieddling in otir btistnees*'* ■ , 

?he application blank for membership in the Pro~ 
Sputhernefs states that the applicant Jhas. read and under* 
.stands th,e -putipose of the Pro-SoUttiepjtefSb who are working 
to preserve n "gur Southern segregated way .of JL if ei?' Accor&in§- 
to t$e applicd:tiori blah^i the membership. fee, is $2 for dues "* 
and ah additional jfB fof a publication known as "The Political 
Reporter J* , :$he- application Manfr reflects: that. t%& applicant 
should "Write M* B* Sherrill* Secretary-Manage*. $6st 0ffi6e 
BoH lOZls «V. Pierce* Florida**' * ; ' \ 

;£rt tfnatfrer one of -the' organisation^- propaganda, 
items Mi-bleb %% Should White. Americana -Stand. sHlV . 
ttyere wa;s another tirade against tike Negro :?aoe' and idu&ator'yr 
comments .regarding the $u-Klux Man for having reestablished 
white sitpfemaby following the dibit Waj;.* Ttieajithor- of 
ope {article stated that he would personally like io see the 
.KU $lux RIah ride ffgaijn in every ofty, town/' and hamlet jn 
;Ameriba and .woiiXd also liTce to see a new political pdr%y 
established "which would' be dedicated to whiie' aupfennab'j; s 

.¥he frorSouiherners. exhibited opposition to the 
* United 'NaHom-in a printed petition, wfrich was captioned 
''Declaration :of Independence frtim the .United Nations*" 
The petition: carried tlie following quotation: ft I hereby 
:deolara viy independence of the United Nations' and all its 
agents and agencies* i am here aftd now out of it. * jr w$,lZ 
never recognise its authorities} never bow, tp its pow t er+ 
I will never sefve under its flag or afty flftg bu*& Old Glory* 
I hold that : anj; American citizen* &hb' gives allegiance to m _/' 
the United' wations <is a traitor to this .s&vereign republic^ 
iohos? authority is arid must remain supreme and Undivided . 
over all things American* I urge all of my fellow American^ 
to sftmS their loyalty to the Constitution of the' United States 
by joking m in tfftts declaration." '{105*28645-11)' * 
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SYNOPSIS OF FACTS: . , • * " ' - , N \ , > 

/The Pi?o-Southerners known- to be- active 'since 195& and-M* B* SHBHR3liy, 
Fort* Pierce^ Florida, and .HARRY -WILLIAM PYLE,. Memphis, Tennessee,* active 
therein' since inception/ Pro-Southerners recently granted charter by 

.Tennessee Secretary of State, Nashville*, Tennessee*^ National Constitu~, - 
tion -and By-Xaws as well as By-Laws of ^Shelby -County 1 gr.oup set out* '. " * 
Meeting being held regularly by various Pro-Southerner groups in. ' 
Memphis; arid membership in 'Memphis- unknowns although financial report. 
of PYLE indicates 964 members on ,12/l5/55#* Names* of National Offi- 
cers as taken from ProrSoutherners letterhead. set out although 
informant states their function is nominal- and PYliE is the undisputed 
leader so far as Memphis groups are 'concerned*, EYLE claims Pro-Segre- 
gation. Organizations in various southern, states as part of - \ / 
Pro-Southerner but operate, under different names irr each states M B« 
SHERRILL apparently has/ only the title of Secretary^H&nager . 
and may be losing put cpmpletely* ' Leaders,' Sheiby Co.unty groups iden- 
tif i§d. " « 'Pro-Southerner activities" in all* phases of opposition to inte- 
gration of races ♦ Have appeared .in mass* at Memphis" Parle Commission ' 

■'Office to- combat non-segregated recreational facilities. :Met with • 
Tennessee Governor FRANK CLEMENT and. plan on conferring with Mayor 
and Chief of Police Memphis PD P Shelby County Sheriff and -local - * 

.Health Department. Informal ion , regarding' the relationship between 
Pro-Southerners and. the^S^Mos^Klah^Pioneers off^ Tennessee, and 

.-Federation for .Constitutional -Government *set but; ;. 
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DETAILS z Instant investigation was opened in the Memphis 

Office on the basis of the activities of HARRY 
WILLIAM PXLE* the Organizer and National Chairman thereof d PYLE 
formerly published the Political Reporter-, a bitter anti-Negro, 
anti- Jewish, anti-Governmental hate sheet* Reports have been pre- 
viously submitted reflecting* PYLE 1 S activities in connection with 
the Political Reporter* This publication is not known to have been 
•issued since June, 1955* and PYLE has been confining his activi- 
ties to the promotion of the Pro-Southerners ♦ 



Io ORIQIN3 SCOPE AND GENERAL ACTIVITIES 



ORIGIN 



Memphis Confidential Informant Trl, an individual 
who has furnished reliable information In the past, advised on May 
17> 1954, that Mo BsJfSKmRnx, Port Pierce, Flwida, was no longer 
distributing literature issued by the White Circle League of 
America and was at that time trying to establish an organization 
in the South xtnder* the name of the Pro-Southerners ♦ Informant 
^continued that the co-partner of SHERRILL in the Pkq- S outherner & 
l^'was HARRY IffJLLXA&jaM. of Memphis* He also noted that PYLE" was 
in ciose~ contact with WILLIAM' J^ GRIPFIN of Tampa, JPlorida, who 
organised t he Associati on of Plorida r KJan s during the "summer 
of f 195gT"~" "*" 

B« INCORPORA TION 

\- On Apri l 13, 1955, SA FRANCIS W. NORWOOD was advised _ 

by MISS I L Clerk, Office of the Secretary of State, , , b ° c 

" State Capitol, Building, that the Pro- Southerners were not incor- 
- porajbed in the State of Tennessee at that time. 

On January 17, 1956, Memphi's~Confidential Informant 
T.-2,. an Individual who has v furnished reliable information in the 
.past, .advised that WAYNE To ^DEWEESj Memphis Attorney, had obtained 
.a charter of incorporation for the National Pro-Southerners Organi- 
zation from the Secretary of State in Nashville. 

Co CONSTITUTION AND BY-LAWS OP NATIONAL GROUP 

On January 24, 1956,- T-2, supra, made available a 
copy of the National Constitution and By-Laws of the Pro-Southerners, 
which are as follows? ' 
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"CONSTITUTION AND BY-LAWS 
.of the PRO-SOUTHERNERS 



"ARTICLE I. - NAME 

"Section Xt The name of this organization- shall be Pro-Southerners* 

"ARTICLE II ~- OBJECT 

"Section Is To preserve, the heritage, dignity, customs,, culture, puri^ 
ty and social ed&is of the White Race . in America by maintaining the 
time honored custom of separation of the races-. 

"Section 2 s To encourage among the members closer personal acquain- 
tance, and friendly spirit of mutual co-operation and promote the gen- 
eral welfare and prosperity o£ the- .members and to assist in any 
matter pertaining to thw elfare and advancement of the members and 
for the attainment of tKe*~highest order- of American Citizenship. 

"Section 3s To unite fraternally, socially and mutually with friend- 
ship *and harmony f 02? the uplifting, enjoyment and Recreational enter- 
tainment of members and guests* 

"Section 4s To foster and cultivate the educational and, business re- 
lations of its members, to broaden the educational and business re- 
lations of its members; to .broaden their education and profession 
and to improve their education .and profession and to improve their . 

standards of citizenship. 

i» • - 

"Section 5*' To support its program through education;, enlightenment, 
encouragement and inspiration, and to publish, distribute and circu- 
late literature, pamphlets, newspapers; and by public assemblies,, 
^giving information to the people and the membership of this cor- - 
'pbratiop. to the end that we might sway opinion, in favor of rac'e" 
segregation, and through maintains lobbyist in< dll the state 
legislatures and in the Congress oF the United States securing 
legislation supporting segregation. <, ' 

"Section 6s- As incidental to said ot jects and to facilitate .the- 
same, it is the p.urpose. of the Pr.OrSoutherners to establish, and 
.maintain a local group or groups of the membership, to secure mem- 
berships in accordance with the Constitution and By-Laws of the 
Pro-Southerners and to establish- and maintain other group_ -through- 
out America. ~ 

"Section 7 s To organize schools^ of such nature and character to 
educate and enlighten- the membership and the children of the members. 

"Section 8* To support the Constitution of the United .States of 

- 3 - 
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" America as it was originally intended 'by the Founding Fathers ♦, To 
fight the insidious influence of Communism, and. One Wprldism. 

"*■ Section- 9r It shall be the purpose of this organization to support 
all .Stat.e's- Rights "movements^ tliatr - s are>'out to retain, tiie" original * 
intent of the Constitution "of the United States** 

"ARTICLE. Ill - - Membership 

"Section I* Any White Citizen, 18 years of age or over, who ^subscribes 
to objectives, principles and' aims of this organization, and *is.*6fr good 
moral character, may become a member after being approved by >the < 
' Local Groups officers. - " • - *. 

"Section; 2x - The first years dues must, accompany the. application for 
membership* 

r "Section. 3* Every applicant, for -member ship must state upon his 
'application for membership that 'he will, support the Constitutions 
\ .of 'She. uMted States and ,the< State, in which he. resides, and <alsb 

that" He- is shot now a member of the Communist- party or other sub- -**, /« 
:.*.i 'versive; organization* " * 

' ' , ■: ■ 1 t * ' 

\ i *. ' ' : "ARTICLE 'HT. - ORGANIZATION - " 

" „ "Section I: .This organization shall -be L composed of a, National Of- 
fice which shall have *charge ; of* all affairs of the Pro-Southerners, 
7 AobvAs *the organizers. and'*issue all Local Gfroup arid. County Division 

'/* ^charters'* They "shall have general 'supervision, over all the organiza- 
tion as is provided in this* Constitution., * ' - K ' * 

Section 2% Groups shall be local chartered .units arid they* shall hold 
meetings in the name- j of'_ the Pro-Southerners . Have all the rights as 
■given in this Constitution 'and 'by-Laws* .They may also make up by- 
laws for the purpose of outlining, their own work as' a Group* 

"Section- 31 Where -four -ok • more Groups 'are chartered .in any County> 
they :may ask- for a/ County Division ^ Charter arid the. National^ Officers 
musfr issue a Charter »' This County Division shall have such iSowers. 
as is* granted to 'them by the/ groups affiliating, and they must also 
select* two. delegates 1 %p such County Divisions ~ ' • 

"ARTICLE V - Charters 

"Section it Any. group of five, or more citizens who are., of the White 
Race* and" of good moral character may; apply for a charter -to •es'tahw 
lish a lo.oal Group and if the Executive Board ,shall find them worthy 
of .membership they shall issue them a\ charter.. 

.- -4 r 
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"Section 2 1 When four --groups of any County request a Chapter, the 
National Executive Board .shall, issue it .without protest. 

"Section 3s. Each -Group may make its own- by-laws, providing they 
are approved by the National Executive Board and do not conflict 
with this Constitution and By-Laws-. 

"Section 4s If local Groups or County Divisions wish to incorporate, 
so that they may own. real estate, they' first must get the- approval 
of the; National Executive Board; 

"Section '5: iocal Groups shall have the right to take up, s ail 
* local problems as .given in this Constitution. They .may alfe'Q join 
■with "other organized -bodies in .furthering- the aims' of the* Pro r 
Southerners.' 

"Sect ion, 6: In cafse, a charted of a Group is* .revoked all .property 
of such <Gr"ottp ; shall become- the property of "the* National Organizes 
tion. 

"Section- 7: Each Group- shall be under . the -direct control of the. 
National Executive Board.. Only the National Executive Board' ; shall 
have the pow v er to revoke a Charter. 

"Section 8r She only causes that will forfeit a. Charter shall 'be the 
.failure to meet regular .or f br'promoting objects other* than given 
•in* this .Constitution an3 ByAlaws. 

"'Section 9: Each .local ; Group. shall make weekly reports on the 
.member s^takeh in- and, of dues collected and -remit' the amount due < 
the National Office with such 'report." 

''-'Section 10: Each local Group shall keep a record of all, its members, 
and' also a. record of its meetings- upbh a minute book*. -This member- 
ship record and minute -book '.shall .Tie open fbr inspection by the 
•National Executive Board or one of its agents at any reasonable 
time; " - 

. "Section 11: The* officers of a local Group* shall -b.e a Chairman, 
a Vice' Chairman and' a Secretary-Treasurei*, a "Sergeant --at -Arms. 
In large Groups they may haye .a Secretary and a Treasurer instead 
of the\Secretary-T5easurer. And in large Groups the Treasurer 
shall ;be*Bonded. by ari approved' Bonding Company. 

* ,? Sectic5h 12: Ail literature issued .that bears the imprinture- of the 
.Pro-Southerners must -have the' approval of the National Executive. Board 
before, , it -can be given 'out for public use. 

• . -3 - 
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"Section 13: The ^application of any Candidate, for public office 
shall be held over until after election • 

"Section !k% The National Organization shall not be responsible for 
any debts incurred by a "local Group* 

"Section 15$ Ail funds .of local Groups shall be banked in the name 
of the Pro-Southerners and' She number of their- charter*. 

"Section li The .Officers* of this organization shall fie a National 
-Chairman* Vice Chairman* and^seven directors with the Vice .Chariman 
acting as one of the directors, and a Secreta^-Treasurer. ~ 

"Section 2 j The Officers of this organization shall .be known as. 
&ie '.National Executive Board knd 'they shall administer -all the * 
:aff airs- -of the National Office*. - ' -> ; 

"Section 3: Between meetings of the National Executive* Board the 
'National Chairman shall manage the- affairs of "the organization ♦ 
- I rEe shall hire* such' organizers'. -*as are' needed, employ* such help ^ -' 
s , as* needed*, and supervise the work of .the organization # 

* ?- -^Section $t The Executive Board shall meet quarterly or at th% r'e> 
4 ' ; "quesi? of the" National 'Chairman* " ' ■ "' 

M . " "Sec£ipn r '5t The Secretary-Treasurer shall*- .be bonded- in such suni :as . . 
: ' - the National Executive' Board shall demand,; The Secretary-Treasurer- , . 
1 shall keep a true record of all proceedings .of' the Executive. Board,, 
- < .-including a financial record .of'.all monies- received and all diSr" '•«.•*, 
burseraents.- Conduct all correspondence and file all correspondence* " 
/$,hat'the Executive Board .shall be' able to refer to .them at. any. 
time. The Secretary-Treasurer shall give a -receipt- for all monies 
received and keep .a carbon 'copy, of the same*. They -shall also, make 
a financial report to each meeting of the Executive Board. 

"Section 6.t The National Chairman shall preside at all meetings of 
the National .Executice Board, Sigh all cheeky upon funds, of- the 
Organization and have full authority between""meetings of the Exe'cu-, 
tive Board, but he shall not have, authority- to bindV this- -organization 
to. any debts or Obligations unless given that power by the .Executive 
Board, other than -that of hiring organizers and .workers for the ^ 
organization s use. 

"Section 7? Should .a vacancy occur-, the National Executive. Board? 
shall have the jpower to appoint '.someone to -fill such vacancy until 
the next election when the membership shall vote to- .fill- such off.ice. 
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"Section 8 s The National Executive Board shall set up- special funds 
for the work of the organization and when such funds are provided 
for they shall not be used for an o ther purpose*. 

"Section $% The National Executive Board shall provide all applica- 
tion 'blanks , cards and. all .forms and -sell "them to local groups at 
costo ,When such* forms-, are provided* .no other form shall be permitted* 

"Section lOi The National Executive Board may retain an attorney 
to advise- with thera, and, when such is done such attorney -shall 
be* paid' from funds of the. National Organization 

"Section lis* The first National Officers shall serve from; the* time 
this Constitution is adopted until .1958* From that time bn .election, 
of" officers shall be as provided in the Byr laws of this Constitution. 

"Section 12 x The office of the National Executive Board shall *re 

alb a place 'provided by them, and where the '.National. Chairman and the 

National- Secretary shall also:have their offices ? . 

"Section 13? At the :expiration-*of the- term of office, by termina- 
tion* or" otherwise, of any officer,, they shall turn bver to his suc- 
cessor all monies, property, papers,; re.cprds and books belonging 
tp the: organization^ - 

' V "* "ARTICLE VIIs Income 

' "Section; Is Each member shall pay tp the National Office such dues' 
.as^the. By-Laws prescribe and in thema"nn.er prescribed* 

"Section. 2* Income may be .derived, as ^prbvided in' .the By-laws or /* * 
v by action, of the- National Executive Board .from sources other* thari^ 
•membership due's an <L literature sales d 

h \^ "ARTICLE VIII r Finance and Accounting.^ - 

• "Section, r. The' fiscal years, of the £co r Southerners shall end '" ■ 
w£th the thirty-first ,day of 'December- each year* 

."Section. 2x The National Executive Board shall caiuse to* be in- * 
stalled' and maintained an efficient system" of accounts* 

"ARTICLE 'IX - Amendments* 

"Section 1 # This Constitution or the Articles of incorporation of, 
the Pro-Southerners, or both- may *be .amended .upon written .request of 
10 pr more Groups* if such a request, is made and"' seconded- by. three. 

* - 7 - 
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"or more Groups the National Executive Board shall place the amendment 
upon* a ballot, and m?tCL*a< copy to the Secretary of each Group* From there 
on each Group shall' hold an election and a return made to the Executive 
Board* of those* voting yes or no oh .the" amendment* When, ail "ballots are' 
returned, the National; Executive Board shall 'appoint five members from 
the- closest^ groups to canvass the returns and <tb announce 'the de- 
cision* ~ 

"by-laws pro-southerners 

,r Natipnal Group* 
\ - m ARTICLE' I;. 'Membership and' Dues 

"* ^Section 1 — There -shall be two .classes of membership in the^Br.pr 

'*" Southerners ; The first class shall be all males who shall pay^lntp/ t 

" < £fie National Office the sjum'.of two dollars per year sis dues, and 

One and not more than two .dollars, into the local Group- as local, dues- t 

\ *fhe second class* shall be made up< of the -.wives or mothers of paid, \ J . - 
' ^'members and these -wives or mothers shall have all voting rights- -* \ 
i v and ri|hts .to 'hold, local or national office* , - * ." 

1 *i - ... »"- •* • 

."Action 2. Dues for the" current year are due. on .the t .first of Jan.-..-; 
., '.uary f'a nd a. member does, not pay up his dues :by -June 30th, "he .ia'sus- . ( 
^pe'n.ded.TSTwife or mother- is suspended when her husband or son. -fails. 
,\jb.6-stay in good standing. . . ""*'.-- 

t ■ - ' *' ~ • " , 

* - ■"'"Section '-3 5 4-- Each local Group must report .within' a week all National 
" > Dues . collected and such dues- .as are collected .must "be- remitted -with \ , r. 
'such report. '. 

'•'Section h r— The Natipnai Executive. B'oard shall Charter a .membership, 
at-iarge Group- for' scattered membership or for- those -who do riot .want 
to be identified with any group- for- fear they may b.e boycotted by 
' subversives. Such dues in- this Group shall be. Three; Dollars, per- 
year and the National ^Chairman .and National Vice. -Chairman 1 .shall 
.act-as officers for this "special -Chartered Group. 

"Section 5r Candidates for membership shall make a written ap'pliv 
cation upon the fdrm provided; Such .candidates ,. after being approved, 
by a committee shall be enrolled upon, the- membership books', of the- 
Group and a card issued to them. At. least one years, dues, , both 
National and Group must- accompany the applicant's: application.. 

"Section 61 collections may be taken up «at public, : meetings con- 
ducted by the National Executive or one -of" its agents. However, 
no assessments shall be 1'evied oh the -membership. 

- >8 - 



& CO 



m# 105-98 - ; 

.""Section 7: The National Executive Board shall have the authority "to " 

appeal to the membership for funds; for s'pepifio' purposes provided" 
""the Board shall give a full explairiatioh. as to the use of such funds'.'* * 

"ARTI0LE -I'l, .Group Membership- Meetings. ** 

"* '"Sect.iSh ,1: Gsoup membership meetings shall, be held at least ' ^ 
twice' a month,, but weekly meetings are recommended* The v hour of\ V 
the meeting shall be left .up to. the Group/ ~ " * , •'" ^ l /- 
. * * * 

• "Section 2* Group Membership meetings shall be- conducted in accor.d- '~ 
„, ance with "ROBERT '§* 'RULES. OP ORDER" or some similar Rules. ' * ** • . 

"Section 3; The following shall be the Order of Business, of all- local 
Groups % and County Divisions* .- , 

1. Roll tfall of Officers*, '9; New Business* 

2* .Prayer* 10* Unfinished Business* 

3* Reading the minutes ♦ il. Introduction of- New Members* 

4* Reading Communications, 12* Good of the -Order* 

5o Reading applications and appoints 

ing "committee ori same* 
6* Reports of ' Special Committees; 
7. Reports of Standing Committees* 
8* Reports of Delegates to County 

Division*. 

"Section, kt Any memBer suspended .for ,non payment of dues can fee. re- 
fused membership again* 

» ARTJ0LE III. Flags*. 

"Sect ibn.lo* The flag .of our America shall be used at all meetings, a 
Stars land Bars .flag of the -Confederacy may be used* 

^"ARTICLE IV* AMENDMENTS 

"Section lv These By-laws may be -amended by thtf Natipnal, Executive 
Board- by a two- third_ vote of the "Board* 

'"'ARTICLE y Election of National .Officers* 

''Section I* The present officers .shall ise'rve or 'hold .office until 
.July* 1558. Tlierafter the term of office* shall be for a "period of 
two years* They* may be re-elected to- fill* the same office or to 
another" office* 

"Section -2 #> The election of 'officer^ shall b.e :by a referendum vote* •All 
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u - members in good standing shall be .entitled to vote* Ballots shall " 
be provided by the National Secretary f-T resau rer, after they hay;e:»been; ■ 
aipprovbd by the National Executive Board/ and sent to -the : Secretary > 
of* eacli Groupie In case b£ members~at-largey a ballot /shall be *sen6 
,-66. each one by ,thg .National Secretary-Treasurer ♦ *" "* ' » . ' 

/"Section 3* Nominations for .National Officers shall be made by a' '?_ 
.Group or a member may- secure 30. names upon a petition, and have hi's £ 
name placed, upon the ballot, 

"Section 5 s The National Executive Board shall make: up. a .ballot 
•with," the names of 'all candidate's nominated by the Groups or by peti- 
tion- .Listed '.therebn. No ballot shall be. opened or counted until one 
mqnth"*f rom the v time they were sent out; They shall be opened and 
canvassed by the National Executive -Board" -in the pres ent s> of all 
.interested parties and three." judges -who. .shall 'be appointed by the 
Executive Board,, 

"Section 6:- The .candidates who- receives the largest vote .shall 
be -declared elected. 

" ARTICLE <Vio National- Executive. Board 
' .members pay." 

"Section 1; The- National Executive Board shall pay to such members 
as- serve full time a sum equal to 'that -paid to Executives who do. - 
similar work. and 'they .shall 'also provide for expences of .such, of fi-. 
cials'.when away from -home -on duties of the organizations - 

"Section ! 2: The National Executive 'Bqard. shall pay itself for- time 
to attend. Board meetings and for expences incurred- in going to and 
• from -such meetings. 

"Section 3? The National Executive Board may meet' anywhere" and' It may 
hold closed door meetings. 

.ARTICLE VII. County- '.Divisions a 

"Section is" As the -County Division itf 'a creature of the Local Groups,. 
it shall have only the. .powers granted it by. .the Groups- of the.. County- 
in which .is serves.; It may have- by-laws, but such- by-laws 'must not 
conflict wTth this Constitution or- these' by-laws, and such by-laws • 
must...have the -approval of each Group before it- becomes:- the law of 
that County Division; 

"Section- 2:. A County Division- membership shall be made up of two 
delegates from, each grpup and they must meet at least- .one e.^ a. month. 

"Section 3* County Divisions may if the Groups approve collect such 

•■•--• 
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1'per capita tax. as their liy-laws .provide, and they may hixje such 
'workers as are needed- if they have the- funds 'to pay for the same.- 



k t 



"Section 4: No County Division shall place any assessment .upon the 
member, hut. they may call f.or donations to pay for* some special 
fund program* 

^Section, 5:* The County Divisions shall have bonded officers if 
such off icers hold funds of the Division* 

^Section *6sThe Ruies- of- order of a County Division shall -b.a f fche 
same as that' of- a local Group. 

"Section, 7: County Divisions shall have no 'authority to issue any 
v'Group Charters, nor* shall -they he permitted to interf er_ in the ;is> 
suing of Group Charters^ As harmony must prevail^ ~ 

■^Section 8: The National Executive .Board shall .appoint such cpmr 
•mittees,* as they may need from /their own .ranks or from any Charter- 
ed" Groupv They shall also provide f or -ari auditing committee and 
•have their books audited once a/yeary .and such auditing committee 
shall mike-th,eir report to"" the Secretary of~ each- Chartered Group. 

"ARTICLE VIII' Conventions 

•^Section it The National Executive Board* 'shall call National Con-: 
Mentions -when.' and'if. n*ecess*fcry. When such coriyentions.*are. called- 
they shail limit" i;he- .number :bf* Delegates from each local Group that, 
,may attend* ' ~* 

"Section-a?' If for some reason the Membership should feel that a 
National Convention. shQuid'be 'called and the .Executive Board: -has 
refused .such a call for a : Cdnv,ention, then the. Members way 
call upon their local Groups to -send out a petition, to' other Groups 
-asking that they seconcT a. -call for a. Convention* If five Groups, 
second the call' the National Executive Board must: call such a Convene 
tion 'and within one- month from the day the petitions v w'ere filed* 

"^ARTICLE IX* Safeguarding the Funds. 

'^Section 1. .All large "or unusual expenditures shall be authorised 
by the/Natiohal Executive" Board before commitment in regar.d .to 
them, shall be made^ 

"Section", 2: All funds of the Pro-Southerners must be disposited in 
phe "'name of ■ the organization iri such banks* as designated by the. 
National Executive Board. 
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" ARTICLE X 

" Non-Violence, and Non-Boycott < 

"Section l^The National Executive Board shall., not permit any- motion 
to be >made/ : or any speatah made at its meeting that advocate's violence 
x>r ^boycotting of anyone or of; any business concern* 

^Section. 2 1 The Local Groups shall not permit, any member to make, a 
Miiotion or having it secpnded -at any meetings that; would lead, to a .« 

boycoiiVbf #ny' firm or" individual. Nor shall .any Group permit a mo- .. 
^ tibn >to b.e^made. to commit 'violence. Nor shall .ariyTLocal Group permit- ,, *• . : 

speaches *or talks that would create violence to be made at any of' - t % 

<theTi\ meetings;.. w , . - . 

'*'tfo BYrLMS^OF SHEEBY COUNTY- GROUP 

- , ' „ ■ 1 1 ,., r ■ ■,, . , 

1* ^ pn December 12> 195J5, T-2, supra, advised that a m£et- - 1 " * 
ing' of the Executive Board.'of* the Shelby ;Courity, Tennessee -Chaipter- ?'* 
of thQ -Pro-Southerners was held in the- office* of Executive Board' 
* .member; "6f Drj, T» ^MONTGOMERY * Hlckniari^Building; Memphis ; ~T esirf 
^"December £!■> 1955* and the by-laws were adopted* Informant made 
available 'a "rough" draft* copy thereof* which- he stated may ; be 
^changed slightly when printed~in their- final form> although they 
'were considered as set* qut hereinafter,: 



"ByrLaws. 
ARTICLE I - Name 



"Section I* 



"The name of v this organisation shall be known, as* the Pro^Southerh- 
ers, Shelby County Division; afi^ shall transact all business, under 
the name The Pro-Southerners ♦' ""* ' 

"ARTICLE II Purpose 

^Section 'SI 

"The purpose of this- organization :is to- keep the'r^aces segregated. 
This organisation shall, mot take part in- any other Issue* 

JARTICLE III; - Membership 

"Section I 

" Any white Aryans 21 years of age. or oider are eligible f or , member- 
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. ■ "Application :f or' membership will be passed on- by. Group Chairman and:*-; 

xGrpixp Secretary before, membership cards are issued a '_ I . ; 
-. • * \ * *- 

"• "Membership is determined after application^ are passed by ^Foresaid* 
i persons 'and membership, dues are paid -as herein provi&ed v> * 

t . * 

■ ; '* AftTICLE 17 - DOES 4 "j ' 

"Section 1* 

"Dues are $2*00 per year,, wives are. free 

"•ARTICLE Vo Meetings- 

"Section !♦ There shall be at least 2 meetings, each' year for ail mem- 
*bers* A notice 'of thi's 'meeting shall be mailed or handed to each 
member at least seven days before the date thereof ♦ 

"Section. 2;. 5' members' shall constitute a quorum - Group meeting 

"Section 3 - each member shail have ;ohe -vote 

"Section 4, The order of Business at the- meeting shall.be -.lloll 
.Call ~ Prayer -, Reading pr minutes -r. Report of ' .Directors -.'Report 
of 'Treasurer 1 r Report-'df Social Committee' -f Unf in isliv^ busi- 
ness. .New." business- Adjournment 

"Section .5 r Rules to govern order .at a meeting shall b,e Parlia- 
mentary Procedure ' * ' 

"Section -6, - Dristrlct mass meeting, shall, p.e held at least once a 
month »■ — • 

"Section.,. 6 : - Group meetings should he held at least once a. weefc^ 

"Section. '7 - Board of Directors shall meet at least once, 'a month - 

* •-*■ ***£,*>.$>$: - - v x **« ifi&tSBfirtJl ' - -Board .of Dir ep.t.or s 



-.«- .... -f 



"Section 1 The' Board of Directors shall consist of 1.8 men elected 
as follows t- For the purpb.se of the By laws - .Selection 6% Board of 
Director will "serve- for the coining year, etc as was selected Dec. 
4th 1955. 

"Section- II The Board of- Directors, shail consist of a :Cqunty 
Chairman ^^^Ss^^^^au -3 Vice Chairmen. Recording Secretary, 
Financial Secretary Assistant Secretary,- Treasurer - City -Disr 
trict Chairman & County District Chairman and 2 Social 0hairmen o 
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l "6 directors elected for one year - 4 Directors, elected* for 2 yrs. : *■ 
-* ^'Directors'- f or 3 yrs* * . *'"*.>, 

"Section* III 'Tlie^Board of Directors shall have general, management 
of the' affairsi funds* and record .of this organization* It ' 
shali^.be their duty tq act ujjqn any object able members of 
this organization "- after* said objectable Has been 'censured, for .min- 
or offense; empiojr such help as needecT; fill vacancies in this 
organization j they can^'by'2/3' vote- of ' the majority of Board of 
Directors wlll^ remove. any member and v tq perform such_ duties as* 
the member's \'fr 6m* time- to time* authorize 

"ARTICLE yil - Fund's* 

V Section I - The funds- of; this organization shall -consist of mem,- 
bership dues or contribution^ passed on by Board of Directors *< 

"Section II - £\00 'of' each,. 2* 00 dues goes to. the •national 
.headquarters; 25# .of same said dues stays* in- the' in viduai^ 
.group; 75,^bf said dues* goes" into, the 'county funds* " * 

■"Section, III -« Funds will be deposited in Banks- with 2 signature^ 
required .'oh* each cheeky \ 3 signature^ will, be plac.ed ori 'file with 
'♦the bank as ^being authorize^ vto. sigh checks for 'organization* 

■^Section. IV. Group will make request & have them granted to Board 
of- Directors for ariy : funds, they may need; at. anytime* 

"ARTICLE Viri - Treasurer 

".Section I Treasurer shall *be custodian of all funds -r .Books of 
4 account .- and sigh all cfiec&s* -He s shall furnish a : bond of faithful 

performance- of his .duties', in such an amount *as- the* Board of 

Directors shall "prescribe* 

'Section: II In event .of his disability the- -duties- .shall beeper- 
formed 'by 'persons duly appointed by the- Board or Directors* 

"ARTICLE IX --^District 'Chairffi - . * . 

■ '-'Sectjion I t iDVi^^dt'^^S^ffSSSti .shall have charge o^iS&^stffc^-^ 
in regard to:, appointing someone; "in charge of ; *he? rgcoups. in. his 
district; he shall s.ee to t heir being one meeting a month fotf- all .in 

\$iis. district* He, shall make reports- to the* other members, of the Board 

*of Directors; 
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"ARTICLE X Publicity 

"Section 1 Wo press statement shall be given out without the 
consent of the Board of Directors . 

"ARTICLE X - AMENDMENT 

"Section I - These By-Laws may he amended by a 2/3 vote of the 
•majority of the Board of Directors,, 

"ARTICLE XI - Officers 

"Section I - Officers shall he the Board of Directors; each Dis-r 
trict so desiring shall have a District Co-Chalrman & secretary; 
■each group shall have a chairman, tresurer, & secretary^ 

"ARTICLE XII 

"The Pro-Southerners by name shall take, no part in violence or 
threats or boycotting" 

E. MEETINSS OP THE PRO-SOUTHERNERS 

On JUly 25, 1955*. Memphis Confidential Informant T-3> 
an individual who has furnished reliable information in the past, 
•advised that she had received a letter on the stationery of the 
Pro-Southerners inviting her to a meeting at the home of HARRY 
•WILLIAM £2EaL#? 3601 SouthXloyd Circle, Memphis, on any Friday 
night, **■■*- • • 

On August 4, 1955, Memphis Confidential Informant T-4 - , 
an Individual who has furnished reliable information in the past, 
, advised that on that date he had found a handbill placed at his 
front door Inviting him to a meeting at PYLE'S home on August 6, 
1955. 

On November 22, 1955 , Memphis Confidential informant T-5, 
an individual who is acquainted with HARRY WILLIAM PYLE, and who 
has furnished some reliable information and other information which 
has not be'en determined to be either reliable or otherwise, ad-r 
vised that he attended the meeting of the Pro-Southerners at 
the El Rotta Restaurant, 3000 South Third Street, Memphis, Ten- 
nessee, on November 21, 1955. Informant advised that he had 
been invited by PYLE to theopeeting; that approximately OQ people 
were present and that HARRY/fe YLE served as Chairman and was the 
principal speaker. He stated that PYLE contended that racial integra- 
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tion. in ther public, schools would lead to the deraora 1 ization of 
the white- race.' and that" mixed marriages would ensue',., He. 
stated further that PYLE quoted statistics showing the high .per-, 
centage- of Negro crimes and -the high percentage of venereal 
disease within the 'Negro race.. He stated that one man at the 
meeting who did not appear to he or the. program, spoke to the 
group and stated that during his lifetime he had- killed two 
Negroes' and he was not hesitant to kill more, if necessary, as he 
would not tolerate any form- of racial integration. He stated that two 



0"% Memphis Confidential informant T-2, an individual - 

^wTio* has furnished' reliable information in the pa.3t,. advised on 
December '6, " 19-55, that she attended a meeting of the; Pro^Southern-. 
ers on December 5,. 1955, at the Veterans of Foreign Wars Hall 
in Berclair/ a suburb: of Memphis; She stated that the meeting was 
supposed, to be an- ;organizati'onaI meeting for the Pro-Southerners 
in. the Berclalr >are'aj. that the meeting, wa.s orderly and that, the 
purpose of the Pro-Sout'hern.ers was explained by one of the speakers . - r 
as being- dedicated to opposing any type of racial integration ? ih pub- , , 
lie. schools and other public facilities. She st&ted that Pro--., 
, » Southerners literature was distributed which showed photographs; . 

of Negro men' and white women having social "relations* She' continued ; . , ,' 
• , thafc one of the "speakers announced that on Thursday, December 8, «."."$ 
'1955, the Memphis' Chapter of the- National Association for- .the Ad-«- • f ■ J. 
• yancement of Colored people, is, to petition the Memphis Park . . * *; <» j 
••- Commission for Integrated use of public parks arid swimming, -facillr 
- tie's and that the .Pro-Southerners.. wanted, as many white people aS : . 
♦ 'possible to go- to the Park Commission Office and. protest- this : 
effort; at integration. ' ' > , • 

'•„ ; " ■• 

On December- 7, 1955, T-2', supra, advised that HARRY ,WII*pIAM. 
•' " PYLE, the National Organizer -of the. Pro-Southerners, was to hold ah— t 
> fc organizational meeting- of the Pro-Southerners in Camden, -Tennessee, 
',-j Jon Saturday, 'December 17j 1955 Arrangements for this meeting were 
i.V^made -by '.Mrs. IRA L^feATLEX, 'member of the-J3oard ofSJ^ecjbors^of _the 
•''/ Pro-Sou th^gHers -^n^Memphi's, arid one of the VFc:e~CJhalrmen thereof. 
'*■ aPsTaTsd noted "that the meeting of the Pro-Southerners, was scheduled 
•at the Trainman «.s mck Building, " on December 8; I955 1 , and on 
•December 13/ 1955, meetings would be held at. the Lennox Civic Club 
and the. Gaston: Civic Club, Memphis -. 



P. MEMBERSHIP 

On June*"28, 1955, T-2, supra, advised that HARRY WILLIAM 
PYLE had recently stated that, the organization had eighty-two members 
in Memphis. 
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On September 30, 1955> T-2, supra, advised that 
HARRY PYLE had a list which. -purported to be the members of the 
lf AJ -Bo "HILL GROjEFP"' of the Pro-Southerners*. Informant -explained. £hat , 
\dues.for the Pro-Southerners are set ori. the basis of either a 
■singie ^S^SSvidual or a 'man' and wife in the same family in other* ^ . 
Swords, where *he man joins the organization,, his wife" .is ,-Z 1 
automatically a member* Informant noted. regarding the above 'list # - 
't'hat it included 10 individuals/ four of .whfom were the wives of 
the. members* On the same date, informant stated- that PYLE hsid a 
list of' the members of the Raleigh,. Tennessee, -Group,, which? consist'- 
edof'27 paid memberships, some .of ' whom included husband , and* wife. 

On the same date, T-2 stated that PYLE 'had. a list of 
the Sharpe School\Group, which consisted -of % 4l memberships,, 
some consisting of man -and' wi^e^ although*, several of : these "were 
not. indicated on, PYLE-'S list as definitely being paid" memberships^ 

On September 30, 1955>. T-2 furnished a list 1 of 9 
known groups of the- Pro-Southerners then" existing, in. Memphis**. In- 
formant' d'i'd not know the identity of all of the :merabers {thereof/? 

Group.- # 1, 36OI South Lloyd .Circle ,(PYEE f S home) * , 
Group % # ! 2, Hickman Building- 
Group #' 3, Meadowlane 
Group* # 4,- Bullingtoiv Street 
Group # 5,. Mary Road, 
Group* # 6, Gaston Avenue, 

Group # 7, Scattered- (informant, stated that this, apparently is a 

•"catch-all" group made up of isolated mem- 
bers in various* parts of town)* 
-Group # 8V Raleigh 
'Group # 9, Frayser 

■G* . EINAMOES, OF .THE PROtSOPTHERMERS 

On tfuntf 28, 1955, £-2*, supra, advised that^l^Bvhad-. 
stated that, the dues for t&e Pro-Southerriers/were $2' per year, one- 
half of which went to the^Natiohal Office* Informant, .who* is* familiar 
with, m&ny* of PYLE*S activities, stated /she. has. never known PYLE 'to 
actually send any money to the National Office* 

In regard- to. -PSLE'S failure to send dues payment to 
the National. -Office, T-2 advised on- December' 12, 1955, that 
PYLE. claimed the previous day that he had authority to keep the 
National Office ' dues, for his .'expense in connection with organizing 
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in Shelby Gounty. In regard to the half of the dues which were 
supposed to remain in the local group* informant quoted PYLE as 
.stating. 25{5 remained in the individual group and 75^ thereof 
went to the Shelby County group 9 

On December 27 > 1955s T-2, supra, furnished a financial 
report of the local Pro-Southerners, which is as follows? 

" Dec* 15th, 1955. 

Financial Report of Local pro-Southerners ♦ 



it 
ti 

u 



"Total membership dues collected : &L928*0Q 

"Total after National Dues are taken out $ 964*00 

Total membership paid 964* Total wives unknpwn 

TotalvLooal funds • $ 964oOp 

Total :donatioris-= H 28; 00- 

Total Funds $ 992, QO 



Expences, 

"Paid for prTnting 

"Paid for rent of halls, flags 



Ads, chair rent- 



-$240o76 



.-.-$ 77*44 



Leaflets made at cost of 
paper and ink by self 
Total expences — = 



"Total in bank 

"Total, cash and remits 

« ii 1 r 1 



$117.00 

$435'.20 '" 
. — , $555.00 

.: $990.20 — . $990.20 

Shortage $ 1.80 

"There was spent out of National Dues for the help in Memphis the 
sum of $327.29. This paid for direct mailings and for distributions 
of leaflets. Expence of boys to' deliver leaflets and their costs. 
None of this $357.29 was used to pay long distance cals or for 
telegrams. Nor for Gas or other personal expences. The cost of 
membership cards and for stickers- was paid out of this national 
Fund." 

"I want to report this fact. As was brought out at our first 
meeting as a county 'unit, that I ballooned up the membership, for 
theparpose of having a large looking organization so people would 
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"be willing to jqin* It had to be done for people would not come in 
to a small organization « It was costing us over three dollars per 
new member when we had few members, but -when we ballooned the total 
membership, they began to join and the costs dropped* 

"I gave to the press *he larger figure and in doing so, done it un- 
der the impression that they would be faire, arid" I failed to ball- 
oon up 'our total bank account to make it good* But, had I done 
so,, they still would have mislead the public, for they tried 
to total the whole dues and* charge the expence to it, when they 
should have gave us a chance to pbint out that I hold in reserve 
money to carry on the work in organising the western* counties of 
the state-. Had they been 1 fair they would have published this facto 

"It- is understood between Mr* Sherrill and I that 1^ am to- use all 
that come in here in Tennessee to promote our work here and not 
to spend it* on doing work in other states . 

"I have done all mimeographing at no .cost to the local organiza- 
tion* I have taken no wage or salary out- of the National Fund, 
but have had to take money from National .Fund to buy gas and' 
oil/ I have carried this load on my own shoulders and put my .own- 
money in* > 

"Had I -taken a salary out, fche total taken in would hardly paid 
the salary, so the Commercial Appeal's yipping is rather- weak, and 
if 'they had been honest, they would have stated *that I had given 
7 hard£ months to work at no cost to the members* 

"I*d like to mention another fact* Had I had the memeographed' leaf -. 
lets made I would have had "to pay out more than $7Fo00 i or more* So 
this idea that money was wasted is nothing ,more than a scheme to 
divide our people and let the- niggers take over. 

*We" would like to call to your attention that there vjras a great 
waste of leaflets and application cards* More than should have 
been, yet so long as* we were not getting publicity I felt that we 
must let alii that would s pead the leaflets. 

"Before we had made a good start' it was costing us more than Three 
dollars per member to get- them, then as the leaflets began to get 
around the cost, was reduced to about 75^, and when the papers 
gave us a good break the* membership began to build up and thus 
the* cost will be reduced to about 25#« which is a good showing* 

"We* now will have to draw on our bank account for hall rent,* 
as we have rented LaBelle Civi'c Club "house- for a .meeting, -and I 
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have two leaflets on the -press that will take up some $67 o 00. 
As- this will take care of our needs there should be a further 
building up of our Local fund arid the national Fund so I can 
have* more to take on the work in West Tennessee* 

Yours in the , fight r 
'/&/_ Harry Wr#fryle - 
"Harry Wm* Pyle d " 

In regard ts the above, T~2, .supra, advised that <PYLE f -S 
.explanation 0? the "use of the Pro -Southerner funas was prepared 
as a result of an article in the Memphis Commercial Appeal, -a 
daily newspaper, on- December 15> 1955*- headed;. "EXPENSES TAKE 
BIG BIEPE "OUT OF PRO-SpTJTHERNERS . Informant noted that subsequent 
to the appearance *of the above article and. after PYLE explained, 
his handling of funds to *the Executive Board, the Board wrote 
a letter to the paper in which they completely exonerated 
PYLE of any improper handling of the funds ♦ 

On December 29, 1955*. Memphis Confidential Informant 
,T-7, an individual who. has furnished reliable' information in 
the past, advised that f 




b7D 



Confidential Informant T-T also stated- that 



All of the above information from T-7, is to be used 
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only on. the issuance of a proper subpoena duces tecum. 

H« SCOPE OP THE PRO-SOOTHERHERS 

On July 11, 1955* T-2, supra, advised that PYLE had 
told him that the following organizations were part of the 
Pro-Southerners, but were known by the following names in 
their respective states i 

Arkansas - White Americans ^^^^ &W 

Alabama - Alabama .States-Righters CWxtft^ ^va«* **V^ ^ 

Nor£h Carolina - Pro-Southerners « 

Florida - Pro-Southerners Citizens Council 

Mississippi - Citizens Council ft6CV\ 

Texas - Association for the Advancement of White People 

Georgia - Georgia Association for the Advancement of White 

People and States Righters " 
Louisiana - Louisiana Gentlemen S^VU^aa* h<w!&* w *> 

Oh various occasions, T-S has advised that PYLE has- 
stated that the Pro-Southerners,' So far as he* is concerned, will 
confine their organizing activities to the State of Tennessee, 
Informant stated that although PYLE may periodically, make trips 
to adjoining states in connection with Pro-Southerner activities, 
he will be doing so only as a speaker for whichever group 
operates in that territory and will not try to, form his own group 
where* there- is already an existing pro- segregation organization ♦ ■ 
In this connection, informant stated that PYLE has specifically 
.mentioned that he will not organize any groups in Arkansas 
as "White America" is active in that State. 

3X OFFICERS 
A* NATIONAL; .OFFICERS 

' i 

Memphis Confidential Informant T-Q, an individual" who 
has furnished reliable information in the past, advised on June 21, 
i : 954, 'that the letterhead of the Pro-Southerners listed the follow- 
ing officers of that organization: , 

ADVISORY BOARD 



jt 



HARRY WILLIAM PYLE, Board Chairman 
M. B. SHERRILL, Secretary, Manager 
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HARRY ^ILLIAM PYLE, Tennessee 
BCBERj^ATTERSON . Mississippi 

BOg^UBBIEv Nevada 
. J*_ H^ICKLEg* South Carolina 

j?HABiis^TPP;ftER ffinpssma^ 

JF . 0^AMM0 NS a . West Vl g gibla r 
J^.«uJDSS^lJ©5ffENKlNS^ .Georgia 
M33S.„M«^iSONAN, Arizona 
JpHN_H^TMQHK. yirginla 
JS^JESsSKAgSS* JSB, Kentuojrir 
PLETC t HE!R!S^EL3jON t , Louisiana^ 
_H. Mfc^SHERRI LB. Alabama" ' 
L/ F yfHAVLI N. Oklahoma^ 
W. J JpH PFIN* "Florid a 
.HUBERT' H '.^ gEATH ,, New Mexico 
jaEflRGE^CT^IEKDESt, .Mar yland 
,_R, E^sO RIPglTH. . Oklahoma 

•P. C«^WYATT, North Carolina 
J*£, yS^BWIS'i A rkans as ' 




~-» 



, T-2, supra, advised on June 28, 1955, that PYLE had- 
a supply of membership cards of the pro-Southerner's, which 
states that the Pro-Southerners is the "white man » s organization 
of the southland to preserve our '.southern segregated way of 

JLXX 6 " , 

The card contained the name of M, B # ;.SHERR3iL^ Secre- 
tary-Manager, Post Offi'ce Box 1071, Ft, Pierce^ Florida* 

On December 27* 1955* £-2, supra, . <a&vise*d that 
in so far as the Memphis operations of the Pro-SQutherners 
were concerned SHERRBJ^ ,was obviously losing, out. She stated 
that PYLE has frequent t,elej>honic discussions with SHERRILL 
but apparently these calls are more on the ,basis of exchanging 
information as contrasted* with PYLE having to report to '-SHERRILL - - 
oh- his activities. She also stated that even, though the head- ^ -• 
quarters of the Pro-Southerners in Fort JPierce, Florida* are 
fonly nominal, PYLE is nevertheless talking ,about* moving the " * 
^National Headquarters to Memphis. She' stated that as far as* 
she can determine, SHERRILL, gets no ♦money, out of the .local " .;«„., 
groups. No reports or lists*;of members are submitted to him and PYLE 
is actually the complete leader of the Pro-Southerners* in v so far-* I 
as their Memphis operations are: concerned, 

/* 

Regarding the above individuals, listed on -the Pro- 
Southerners letterhead* the following information is set 
.out I 
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Is the 



advised SA 



I i)ona Ana * :County v N ew Mexico ». 



father of pnBEHni 



F7THEA 1 



ATHa 



_6n May ,1$, 1955/ ttiat HEATH' 
publisher, of the Anthony -Valley, 
stated "that HUBERT HEATH. is an .old 



New Mexico* News* . ,_._- „._ ..,.— 

man> prqbahly in* "his* 80 f s, and is considered- harmless and irres- 
ponsible :by those .who know 'him* 

E. Co SAMMONS 



On 



„. June 23, 1950, Mr d and: Mrsv 

J Huntington./ We.st Virginia.*.. -furnished, SA I . , 

. printed materia;! Issued by the West Virginia £nti-Sovlet Educational * 
League, Huntington/ West Virginia/ .which Indicated that .SAMMONS - v 
"was the Director-* of that /organization* The literature w.as ant£~ . * 

.Semitic in nature /^The literature." alleges tha't* the Jewistf people; ' ^ , 
•control the Communist Party and the commerce and industry of all : , ' ';. 
, gentle nations; ' " . ^ ' , 

' ., ,' Regarding, SAMMONS, the November, 1954, i.ssue' of- , ; /-. . i 
.> PYLE'S publication, the Political Reporter, indicates that jSAMMONS 
-•.died pet pber i'7," 1954", in an automobile accident. 



1 -» ♦ 



* ■ 



john h; honk 



JOHN.HENR' 



:t> 



aka JEA! 



wktd* 



JEAN' V was-* investigated' 



by the. EBI in" April of 1948 under the provisions of Executive 
'.Order # 9835> .Investigation, was based -on .the fact that .-MONK 
associated with a JOHN Pa&PRUNK of S^;v^fttfeB^bufg, JElprlda, who 
was described by the- St". Petersburg Police- Department as, being -a. 
weii -known Communis^, leader at St-. .Petersburg. Investigation \ 
conducted- bjTthe "Norfolk Office in. 19^8 concerning MONK developed, 
no subversive or. .disloyal .information" concerning, him. 



*, 



Portsmouth, Virginia, advised SA M; MARVIN bakek- in ly^i that, 
MONK, was- antl-semitic and- had no- good will Upward Jews.. 

J. Hv BICK3SEY 

Chief* of police LACY. EDWARDS, Marion- South 'Carolina 
Police Department, advised SA JACK M, -BYRD'-that BICKfcEY was t 
.rumored to'have been' a member of %he Association of Carolina:. Klans 
in Marion, South Carolina during 1951. EDWARDS stated that' BICKLEY 
has a reputation' of being a "rabble "rpuser 1 - 1 and. that with his repu,-r 
tatioh-he was the type who- had been <a klansmari. or •member of- a 
similar "group-. 

.-. 2.3 .- 
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BOB 


CDRRIE 



CD CO 



On July 2, f954 during the course of another invest iga.- 
tion. by the Salt' Lake City Office of the FBI, inquiries were made 
.at Carson Cityj Nevada, with reference to.a'BOB ~CUERIE or jlQ^RTL-- 
i^jJRRIBo Sheriff LESTER V SMITH, Ormsby County,, Nevada, advised 
' -that' BOB CURRIE was a guard at the Nevada State Prison near Carson 
Oity, Nevada* 

B. SHELBY COUNTY OFFICERS 

( 0n June 28> 1955 ;• T-2, supra, advised at that time, 
that -the iMdseship, in the^ Pro-Southe rn&rj3 in Memphis 'consisted 
,~in"so. far as* he' could determine of the following: 

•MRS^jMOODY , who resides on* Myers. Street 
.JOE^SpBSON 

•DR* tV"R* MONTGOMERY, Hickman Building^ Memphis 
J^JI^10^^mS^ possibly a student at Memphis. State College 
JMrs^HIPP/ , an- elderly lady* 

The, Memphis Commercial Appeal, a, dally newspaper, in 
the September '30, v 19j55* issue, quoted EYLE* as stating that he 
was the National Chairman of the Pro-Southerners and. that' Mi V* 
SHERR3XL of Fort Pierce, Florida, .was, the" Secretai*yTTreasurep # 
PYLE was also! qupted as stating that JOEL WILKERSON, an insurance, 
man', ,was the County^Chaipmanj' Dr» T; R. MONTGOMERY'/ County Vic er 
Chdirmanj :and MSSaJR^ Secretary * 

""" i ^ ±!^ 4 ^ -r '* ■ " 

•On November 22,- 1955* *T : ^57 supra, advised -that * the. JESQc 

*Ss^h^Jcn^ri drafted a, resolution" directed to the City of Memphis' / 

—-in regard to the maintenance of segregated recreational facilities 

and that the following names were affixed to this resolution's , 

officers: 

Vjo.el' Wiikerson, Chairman RESOLTJTIQN^C'OMMITTEE 

' Dr;. '.£.•> R„ Montgomery, Vice Chairman , Conni e- F /foant , Group^jgl^ ' ; 
.' -.Mrs. 'RufcH. Moody,' Secretary .Frieda g&g rle. group: „:#3 

<V * ' .L. L'.XJillher . GroupJi3 

■ IQ harles Wir Bell, Chai£man..(Jr.oupu^L 9" 

■ James Clem^iersol, .Asst^_Chairjnanl>(.cjwhj;x)^Sroup #"7/^ J 



.Mrg ^J^Co y, Chairman Qroup^_# J.6_ ^7 ^ d_ 

Jimmie^wfekelton , ' Chairman jGr'oup^^a.5 / ^^^ 

[•I. i J-^Jfetley j Chairman, tooup, Jflll 
^To/v^alney Chairman-^oup^^J 

B'rook& ^riLer Organizing Chairman Groups, #5„J*nd 101. 
•Ha3?ry William- PyTe, "National ' Chairman .(Approved) 
(K W^regpxy Chai^an^Orxojp^j^X 2 -^ 
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C. .FACTIONALISM 



On December"i2, 1955, as well as on- various other occasions, 
T-2, supra, has advised that the exact relationship between PYLE 
.and M.3^SHERRILL. Is very vague. .Informant pointed out that on. 
Dece^erT2', 1955, PYLE had been- .highly critical of SHERRILL -as 
he. claimed that SHERRILL had given some erroneous; information 
regarding the- PrbrS'outherners to newspaper reporters on membership' 
K f igure'Si Informant also* stated that. PYLE wanted to go to Port pierce 1 
to' ge£ this straightened out',wlth SHERRILL. Informant "has subsequent r 
ly advised that PYLE has talked about moving the .national office' 
of 'the Pro-Southerners to Memphis arid to a- great extent breaking 
5 of ties : with SHERRILL except those which he would maintain with- 
any .other pro;- segregation "group. 

On November 22, 1'955* T-5, supra, who has .attended 
•some meetings of the Pro-Southerners, desoribed PYLE as being"a ,. 
loud-mouthed individual y perhaps well meaning but -very indiscreet ..- 
He ".also described PYLE as being a professional organizer and a 
"phony" who is noli capable of running the Pro-Southerners. 

On November- 28, 1955, Memphis Confidential, -Informant 
T-9, an individual "who has furnished reliable information in the 
past, advised that, numerous individuals in Memphis who are- in 
favor of complete segregation of- the .races, and who were originally' 
•sympathetic 'to the- Pro-Southerners, have decided to organize 
anot'her group which wili be 'known as. "the Association of Tennessee 
Citizens .Councils. This informant stated that .part-.of the. dis- 
satisfaction of PYLE'S leadership In- the pro-Southerners Is due 
to the- fact that PYLE has no visible means of support and' is" ap- 
parently depending upon the membership dues for his livelihood. 

Informant also stated that PYLE' is extremely jealous of 
any other aritlf'integratlon group, "which attempts- to operate in 
Memphis and is also, jealous of anyone in- the Pro-Sout;herners. who . 
appears to- develop sufficient leadership to where he becomes '& 
threat "to PYLE'S posit lofr. 

Ill; AIMS AND OBJECTIVES 



As previously noted, the membership card of the Pro- 
Southerners states that it is "The white man's organization, of 
the southland to preserve our southern segregated way 6f life. 
The previously mentioned article in the September 30;. 1955, 
issue, of the. Memphis Commercial Appeal states that the Pro- 
Southerners are dedicated to "staying the hand that would mqngrelize 
the white race". This article also quotes' the Pro-Southerners 
as' circulating mimeographed circulars which warned that the NAACP 
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is "organizing to whip the whit.e -race into sub je'c;fcion and racial 1 , .' .' 

mixing." ' t r - <l~' A 

i \ '• :. . 

' / A The article also quotes- P3&E as. 'Stating ""We ate 'aiDsolufce-*- 

ly opposed to 'any violence and we think By organizing we can 'a/void* - 1 . 
any" violence"* ' : * t - > 

IV. ACTION TAKEN 'BY THE PRO-SOUTHERNERS. . 

TO..,IMPLEMENT."ffHEIR PROGRAM, . . . * « ' " - 

On November *22<, 1955, r T.-5, supra, made available a v - 
copy of the resolution of the Pro-SoutKerners J to the. Memphis. ^ 
! City Government in opposition to integrated" recreational facili-v y 
'ties* A copy of this- resolution was also furnished by T.-2, supra £ * 
•on -December 6, 1955o^The resolution is as follows:, 

" HESOLWION 

"WHEREAS, The United States Supreme Court has again handed down 
a decision .that strikes, at our liberty, our laws arid our 'customs; 

.andi / 

"WHEREAS, this, decision- forcing our public officials to* op.en up 
■to race mixing-, our public supported recreational facilities; and, 

WHEREAS, The National Association, for the Advancement of Colored* 
People and other *negro groups* may make, demands upon our public 
officials to">open~up all public .supported' recreational faciii T 
ties that are now used by the White citizens*, biting, the Supreme 
Courtis decision for theixr ,rigjr6 to be admitted, 

■»*. 
"THEREFORE, BE IT' RESOLVED,, that we the Pro-Sbut'herners -of -Memphis, 
Tennessee go on record as demanding- that the 'Mayor and' our' 
City Commissioners close a£l "public -supported Recreational 
faciaities shquld the National Association for- the -Advancement 
of Colored. .People, or any .other .negrd groups or arijr individual 
negro -makes, a demand to admit negroes ta white* recreational 
facilities;, and, " * ~' 

"BE IT FURTHER RESOLVED, that should, the 'National Association 
for the % Advancement of Colored People" or .other" .ftegro groups or 
any individual negro "go into \o our t : ta enforce tEe Supreme* Court *s. 
.decision, that our Kfeyor and City Commissioners despo se o'f all 
public supported recreational facilities or dismantle them-, so .as 
to make them unfitted.for use; -and, ' * 

'"BE -IT PORTHER RESOLVED, .that" a copy *of this Resolution be sent., 
to the Mayor, Walter Chandler, and copies given to our daily press 
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"arid twenty thousand .copies made up to distribute among the- . < 

White citizens of Memphis.. 

~ ' '. " «, 

"Done this l6th. day "of Noyember 1955* 

> ' v * ' ' " • 

*" Joel. Wilker son, phairman RESOLUTION -COMMITTEE 

Dr*. T.'";R, .Montgomery, "Vli'ee Chairman Lonnie P; Tant., agoup # 1 .' 
•MT3. Ruth Moody, Secretary Frieda R„ Pyle, Group. # 3' 

,L. L. Willner, Group "#* 5 

"Charles W*. Bell, Chairman Group. # 9 . * 

- James Clem Piersol, Asst* Chairman (county^ Group ,# 7 *~ * » 
, M B /.McCoy, .Chairman Group #'16 * * • * f 

*Jimmie L,/, Skeltori, - Chairman Group # 15 

I.\-JV Heltiey, Chairman ;Grdup # 11 

T.. V* Jtairiey Chairman Group. # 5-. 

Brooks Varrier Organizing Chairman Grotms- # 5 and* 10 

Harry William Pyle, National .Chairman { Approved )' 

G P .Wo Gregory Chairman Group #12 

•Copy of the- original on Jfiie 'with the County Secretary 

"Why did the .press ignore this front page, news?" 

On December 1, 1955, Confidential Informant T-10, 
an. individual who has. furnished reliable information, in the 
pas£> advised, that the ijro-Southern'ers were extremely active 
in the plant of the- International Harvester. Company, Memphis, 
Tennessee, Informant, stated tha.t numerous Pro-Southerner 
handbills, "had -been found on the. plant property and the activities- 
of the Pro-Southerners had resulted in creating strained relations 
between the Negro and -white employe.es of the company,- Informant 
stated tha-J- ifc was significant to him fudging -by the* .complaints 
the management receiyed from the foreman in the plant, the white 
employees could do no wrong and the Negro ^aplpyees could do 
nothing right; Informant, noted- that * this was quite^ different 
from the* previous- experience of -the management at "the plant > 
where normally complaints from the ; for.emeii;' would 'be more .or 
leSjS' equally ^divided between the. Negro- .and'* white, employees** 
At the time- of" this interview, however;, % the foremen were seemingly 
finding fault only with the* Negro employees* 

On December* 30,- 1955, Memphis ■ Confidential Informant. 
1-11, an individual who has furnished reliable information, 
in the .past, advised that the. Pro-Southerners were extremely 
active in the* Kimberly-Clark Company .Riant in. Memphis;. .Informant 
noted that even though the' union in the plant professed to be- 
•lieve nationally .in integration, that this was not having any 
effect on the local members and many of them were joining Pro- 
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Southerners and- in fact,. Pro- Southerner meetings* at one time were 
being held in the union hall located at Chelsea .and Thomas 
Streets in Memphis* 

Informant, also pointed out that either the Pro-Southerners 
or some of their sympathizer s/had distributed leaflets' which 
claim that the National Urban League was Communist- infiltrated 
and that this league was. being, helped by the* Mempihis Community 
Fund* According, to' the informant, this leaflet caused many of the 
employees of the plant to cancel their pledges in the Community * 
Fund drive during, late 1955* 

The Memphis 'Press. -Scimitar r a daily newspaper in -Memphis, 
in the December 9, 1955 "issue, reports the .appearance of approxi- 
mately 400 people- at the ^Memphis Park Obmrnissiori- Building to pro- 
test a request from the National Association for the Advancement 
of Colored :People f or the ^admission* of Negroes tp previously 
segregated' recreational facilities* The* newspaper identified HARRY? 
PYLE as the national chairman, of the. Pro-Southerners and the princi- 
pal speaker for that organization. The* paper also- stated that 
JIMMra/fRIERSO L « sa. plastering contractor, was the ' county c hai rman 
for the Pr o^S o ut hern er s* * The .newspaper reported that the Memphis" 
Park, Commission took no- .action on the request, of the National Asso- 
ciation, for' the Advancement of Colored People to end segregation, 

Tr2, supra, advised on. January l 17, 195$, that a Memphis 
attorney, WAYNE T* DeWEESy had arranged on- behalf of the Pro- 
Southerners for a .conference with Governor FRANK CLEMENT at ' the 
State Capitol in Nashville, on -January 23, 1956'. 'Informant 
noted that, the Pro-Southerners in -a written resolution prepared by 
DeWEES, were, demanding that CLEMENT accept one* ,of the three- alter- 
natives * These are" as follows i- 

1* Appoint a committee' consisting* of ,6ne representative from 
■th£. Eastern, Middle and Western- Districts of the 'State' to 

' "/ *si;udy segregation in their particular areas and* to recommend 
suitable -amendments to .the Constitution and. the laws q£ the .. 

* 'State* ' * 

2* Call 'a special session of the Legislature to enact * suitable > 
Taws to safeguard segregation, both in the schools and in the - 
various media of transportation* 

3*. 'That the Governor will completely uphold- States Rights in 
^ -segregation* 

Informant stated that if Governor CLEMENT accepted, the third 
•alternative, that there- would be ho need, fgv the first two, aithoughv 
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Pro-Southerners had Tittle hope that he would Qo so. 

Informant ,stated that .as far as she knew, &he conference 
with the Governor- was arranged solely on- behalf of ""the Pro- 
K Southerners,' although they 1 have since made arrangements to be Joined 
'it by groups .from Chattanooga-, Tennessee, and possibly other parts of 
the State., Informant pointed, but, however, that there was no connec- 
tion so far as she could determine 'between the Xfhatt an ooga- group . 
of the Memphis Pro-Southesners, except- their cp'mmoh interest in 
segregation* * 

- . . " Confidential Informant T-2, supra, also. , stated that it' is 
the intention of ■ the Pro-Southerners* to arrange conferences with' 
the Mayor of Memphis ,, the Memphis Chief of Police," the Shelby County 
Sheriff, and tlie .Memphis, and Shelby County Health Department to dis- 
cuss various phases of segregation/ and tp .determine the policy* vof 
these officials to be followed when the- question of* .segregation 
is* raised* 

. V. 'CONNECTION OE THE- PRO-SOUTHERNERS 

with-other groups; ;:,* ::■.„; . .^L* % 



As* previously pointed out, T~2 has stated' that, HARRYS 
WILLIAM TYLE> the. National \CHairman* of:* the ProTSoutherners,, has. indi- 
cated that, he will not v organize in any placfe. outside of Tennessee 
or' even in Tennessee where ther^e is an existing pro-segregation 
group. .He .has'" also indicated,- according £0 T-2, *as previously 
set put, tha;t various organizations in other sputhern states .are 
part of the Pro-Southerners but are toowri J?y' various", names, in their 
respective" states.. According to T-2, PYLE has never indicated that 
there is any definite organizational connection" between th'ese various 
groups and that they .are lbourid together only % by their common inter- 
est in the maintenance* of '.'segregation. * ^ . 



v 0n> September 23, 1955i Sergeant >. ASPOL,, - 

ifonesboro; Arkansas* advised S/TESTES 4 a. COLEMAN th&t'he had 
attended a rally at-Walnut Ridge, .Arkansas,^ on September 17, ,195.5** 
*"'~* v " * sponsor ed by the Citizens" Committee of -Hoxie, Arkansas* 

advised that HARRY .PYLE made a .short, talk at* 'the * 

stated that he w as connected with the 1 .Pro-Southerners. in- 



which- wa 
;Sergeant 
-rally anu 

Memphis. Sergeant I [ also, stated; that. PYLE assured. the 
Citizens Committee t in ;Hoxi-e that, the organization in Memphis- would 
.help in any wayr possible but did hot want any violence. 

T-2, supra, has advised that PYLE occasionally refers .to 
an; .organization known "as the , Knights of the Iftt Klos KLan. Inform* S' 

' ' ' 
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mant stated that she has never heard of- the Ku Klos KLan haying 
either regular dues or regular meetings and ■ "believes, from -PYLE'S 
comment's that' ' i;fc is nothing more than. the inner, circle. of the 
Pro-Southerners. ". Informant states that P.YLE has also .mentioned that 
if the Pro-Southerners, should fall apart, he has. another organiza- 
tion on which -he can; fall hack and informant' believes that; this 
.is the KuKLos KLan,'. 

Confidential informant. T-9i supra, has advised" on November 
28; i955, that he has. never, been a member of the' Ku .Kips Klan and' 
knows of no members thereof, although he- has 1 heard PYLE mention 
it and claimed that he, PYLE, was a high, official thereof. 

During the-. summer and fall of' 1955, mimepgraphed letters 
were .circulated-,' postmarked Memphis, Tennessee; bearing "the typed- 
signature of "The"Pioneers- of .Tennessee". T-2 advised that - he 
did hot' know who originated these letters> : although, HARRY- -PYLE has 
at times- had some, of them; in his. -possession. . 

5^2 advised that PYLE has claimed to have gotten the letters' 
from , FRANKaWHISM AN and that. PYLE intended- to pass, them out -to his 
•friends in the Pro^South'erners. The .letters were completely^opposed, 
to any' integration, of the races and.;at least* one- of • them attempted 
to Inject the racial issue". iii'tp the municipal election held In 
Memphis, in November.; 1955.. The letters were- also, ant'i-s'emitic. in 
nature, ~ \ ' 

' T-s9, supra,- who is well ^acquainted- with the .activities -of 
the 'above mentioned PRANK WHISMAN, advised, that, he has discussed 
"The Pioneers -of Tennessee '•', letters. with- .WHISMAN an'd WHISMAN alleged- 
ly knows nothing, shout -the. origin- of them. . . t 

-T-5; supra; advised oh November .22, 1955., that- , PYLE claims ' -. - 
,that: the. Pror-Soufcherners are affiliated, .with the. Federation for „ ^ 

- Const ltutlfcrial Government; a .pro-segregation, group., which,.. accord- t * 
."life to informant; is "designe'd to coordinate the. work of the various 

profsegregation group's* in- the. south.' ^ »' _ 

, ■'" T-1&, an Individual who has- furnished' reliable" information . ♦; f 
lh the 1 , past j advised oh January 27-, 1956,, that he -was connected s- ' ' 

'with' the Tennessee Federation for Constitutional Government and .,' A - 
-was^ .present "at, a meeting of the Federation for -Constitutional Governf. * .. 
menf/whicli was 'held in. the Eeahody Hotel in Memphis, Tennessee; \ ; r 
in, early January; 1956. Informant stated that he personally knows \ • 
that the pro-Southerners -are- ( npt ; in any way. connected, with either s - * 

- .the Federation for- Constitutional Government or the- Tennessee*- 1 . 
Federation for Constitutional Government-. .Informant pointed l out ,i 
.'tfiat^since the' inception' of, the pro-Southerners in Memphis- during. 

> 
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the summer of t 1955> that- at least two other groups' have been formed 
in the 1 . City- to Support segregation* Informant stated' that they are' 
The Association of Tennessee Citizens Councils and the Tennessee 
Federation for Constitutional. Government, Informant noted that-* 
had the Pro-Southernertf been able to command the respect "of" the 
5 mass of people, in Memphis who -are. bppdae'd^to integration,, there would* 
be no need for- forming these two groups ♦* 'Actually, how.everj the 
informant stated that "the Pr6rSoutherners v, have the seeds -of their own 
destruction in their' organization due to the po.or leadership* which 
they ar.e receiving from -HARRY PYLE, 
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Identity of 
Source 



fE-1 



T-2 



O 



CD 






Date of Activity 
And/or Description 
of Information 

Origin and 
Objectives 



Incorporation 
National Consti- 
tution and By-Laws 
Shelby County 
By-rLaws 

12/11/55 
Camden , Term* 
Membership 

Funds 

Letter re Funds 

Financial Report 

Membership Card 

Sherrill 

Pyle wants to go 

to Fort pierce 



Date 
Received 



5/7/54 



Agent to 

whom 
Furnished 



1/17/56 J # H.KEARNEY 
1/24/56 " 

1/27/55 " 

12/l'2/55 W # H,£AWRENCE 
12/7/55 lf 

9/30/55 ■ " 
6/28/56 J # H. KEARNEY 
12/11/55 W.H. LAWRENCE 
12/27/55 J.H.KEARNEY 
12/27/55 ,r , 

6/68/fe ;; 

12/27/55 " 

12/12/55 W # H.LAWRENCE 



b2 
h6 
hlC 
b7D 



File Num- 
ber where 
Located 



MELVIN Mc~ J 
RAE JETT 



5 



ME file 
5-98-9 



100-3214-134 
100-3214-1A 

"* r - o 
105-98- 

1A-15 

100-3214-131 

100-3214-123 

100-3214-100 



100-3214-128 
105-123-1A13 
105-123-1A14 
100-3214-84 
105-98-94 
100-3214-128 



T=3. 



I Letter from PYLE 

Panel source 7/6/55 



3LJL 



Terra. 
T-5 



/Memphis, 



Memphis, Term;"* 
2=6 : 



Memphis - , Tenn. 



8/6/55 



11/21/55 
12/5/55 



7/25/55 J.H.KEARNEY 100-3214-84 
and W.H.LAW- 
RENCE 



8/4/55 J.H.KEARNEY 100-3214-84 



11/22/55 J.A.CANALE 100-3214-127 

& W.H.LAWRENCE '". 



12/6/55 W.H.LAWRENCE 105-98-102 
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T-1'6 



International 
Harvester C.o # 
Memphis, Term. 

£=U 



Memphis, Tenn* 
ff-12 



Memphis', ,T,erin 



Q 



CD 



b2 

bb 
b7C 

b7D 



Date of Activity bate 
Ahd/or Description, Received* 
of Information 



Agent- to 

Whom 

Furnished 



Pile Num- 
ber where 
Located- 



Bank Account 
tr n 



12/29/55 

1/19/56. 



J. H # KEARNEY !P5~98r94 
" , Originally 
reported 
herein 



PYLE on Board 



6/21/54 . SA MELVIN, Ma- 
-RAE.JET3? 



Me file 
IO5-98-9 



Factionalism 
Pioneers of Tenn- 



Activity at IH 
Plant 



11/28/55 j.-h. kearney ' 100-3214-125 
&;.w.h. Lawrence. 
" j.h, kearney " 
& w.h. lawrence 

12/1/55- J-. H.KEARNEY i65«*&8-§7 



Activity at 
' Kimbe.rly- ' 
Clark plant 



Federation, for 
Constitutional ■ 
Government 



12/3P/55 



1/27/56 



105-98-93 



Herein 



Due .care and' consideration has been given- to- the use of infor- 
mant symbols, and they have only "been- used where the -concealing of 
identity is essential. 
«t " L E Ai)«,S, 

V V Copiess of? tthis .report ,are.^e%gf^rn±shed the- .indicate^' officers for inV 
1 format ioni in view of the unsupported" 'assertion -by HARRY .WILLIAM PYLE . 
•tKa1;7the^^Pr6rSoutherners*iOpe3^ted-,tttnde3^w»i;tous' names -in other , 

M .sou*hern.:Sta^ea 5 , ? ^ v ., ,,^.. . - .... . ■ ? •■ 
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THE MEMPHIS DIVISION. 

AT .MEMPHIS', TENNESSEE 

Will .continue to follow' and report the activities of 
the Pro-rSoutherners. • . - : 

REFERENCE* Report of SA JOSEPH H. KEARNEY/ Memphis, . 
Tennessee, dated 2/25/55 

Bureau letter dated 12/20/55 £o Miami 

Report of SA DOUGLASE^ WENDEE- dated 1/18/56' at 
^ ' • Miami. •; ■ 
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